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1 We want to thank all our readers for their continued support 
roig the past year and wish them a PPF and ا‎ 1997. 
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data acquisition card - 





remote data logging on a budget 





This article describes 
a low-cost low-power 
analogue and digital 
data acquisition card 
that will interface di- 
rectly to any personal 
computer having an 
RS232 port. The card 
offers an 8-channel, 
8-bit analogue-to-digi- 
tal converter, 6 con- 
figurable logic lines 
and a 16-bit program- 
mable counter. 


This design is based around a 
PICIéC71 microcontroller (supplied 
ready-programmed) whose real-time 
software emulates a 9600-baud UART 
(universal asynchronous receiver 
transmitter), and provides the neces- 
sary control of the various signal ports. 
The entire circuit operates off a single 
5-V supply which is provided by an 
on-board regulator. Battery powering 
is also possible with a total consump- 
tion of 10 mA. 


CIRCUIT DESCRIPTION 
The heart of the circuit shown in Fig- 
ure 1 is a PIC type 16C71 from Arizona 
Microchip. This device is supplied 
ready-programmed through our Read- 
ers Services, or through a kit dealer 
The on-chip PROM contains an 
amount of machine code developed 
by the author. The 16C71 has an on- 
board 8-bit successive approximation 
analogue-to-digital converter (ADC). 
The A-D converter module features 
four analogue inputs multiplexed into 
one A-D converter, sample and hold, 
8-bit resolution and +1 LSB accuracy. 
Conversion time is typically 30-р5 in- 
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cluding sampling time. The remainder 
of the circuit consists of four sections: 
analogue port, digital port, 16-bit 
counter and RS232 interface. 

In the present application, the op- 
eration of the analogue port is based 
on only two programmable lines on 
the PIC which are used as analogue in- 
puts: RAO and RAI (pins 17 and 18 re- 
spectively). Two other programmable 
pins, RA2 and КАЗ (pins 1 and 2 re- 
spectively), are internally programmed 
to function as digital outputs which 
control the channel selection of a dual 
4-to-1 line CMOS analogue multiplexer 
type 74HCT4052 (IC3). In this way, 
eight analogue voltages (applied to the 
inputs of the 4052) are multiplexed 
and read in rapid succession by the 
ADC contained in the PIC. Remember, 
without the additional 4052 there 
would have been four channels only, 
read directly by the PIC. The ADC in- 
puts have a voltage range of 0 to 5 V, 
and should be driven from a voltage 
source with an impedance of 10 kc or 
smaller to reduce conversion errors. All 
unused channels should be grounded 
to avoid static damage to the CMOS 
inputs. 

The data acquisition card also has a 
digital port offering six TTL-compati- 
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covers Ui 


ble 
inputs/outputs 
(00-05) and a clock input 

line (CLK) for event counter pur- 
poses. The six digital lines may be in- 
dividually programmed as either in- 
puts or outputs. When configured as 
an output (d=0, see Table 2), each line 
can deliver up to 20 тА for driving 
LEDs, buzzers, etc. As inputs (d=1), 
the lines have weak (approx. 250 рА) 
pull-ups to 5-V. 

The programmable 16-bit counter 
may be initialised in many ways as 
seen from the control bit assignment 
given in Table 1. Clock signals (TTL- 
compatible, ie. having a swing be- 
tween 0 and 5 V) may be applied to 
the CLK pin, this has a direct connec- 
tion to the RA4 pin of the PIC (pin 3), 
When used as a 16-bit counter, the low 
byte should be read first (register ad- 
dress 09). The high byte is stored at 
this point until it is read (register ad- 
dress 0А). The ‘auto-reset’ function 
causes the counter to be reset after the 
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low byte is read, allowing, interval 
rather than accumulative counting 
(note: the high byte is stored before 
the reset). 

The input prescaler divides the 
input clock before it reaches the 16-bit 
counter, zero representing no divide 
while, say, 3 (binary 011) would give 
a divide by 23 = 8. The external clock 
frequency must not exceed 1 MHz. 

The RS232 interface is built around 
the familiar MAX232 level converter 











which has an on-chip +12-V voltage 
generator and - 
oce т N 
The realtime е s 
е acquisition card. 
software that | AM intelligence of 3 
runs inside the — fhe card is vested Pi 
PIC (using the ла PIC16C71, IC4. П 
RB6 апі RB7 The card works in 
pins) emulates an conjunction with : 
asynchronous se- software running 
rial port which is om a PC. 
initialised to the 
following format: C4..C8 = 5x 22) 25V 
9600 baud, 1 stop bit, 8 data bits, no 
parity. 
Note that no handshaking is required, 
allowing a simple three-wire connec- 
tion to be made between the PC and 
the card, covering a distance of up to 
15 m. Pins 4, 6 and 8 are linked on the EN T 
RS: onnector (K2) to ensure that 
the PC 'sees' a null-modem device and 
does not wait indefinitely for hand- 
shaking signals between 9 VDC and 12VDC. Al- powering external devices in this way, 


The power supply, finally, is run-of- 
the-mill being based on a 5-volt regu- 
lator, IC2, and a voltage reversal pro- 
tection diode, D1. The card is best 
powered from an inexpensive mains 
adaptor having an output voltage of 





D7 | D6 | 05 D4 | 
| = | 
| Clock Edge | 

[Fie adaress| soure | tiogering |“ 
| | | 
j ; [o7 int 1 ps | 0 = positive 
|1 = ex. clk |1 = negative 









[Address (hex) | Control | Function Default 
[00:07 [Read | 8-ЫГАОС channels 007 |0 

Гов — | Read | 6-bit digital input port | o | 
[oo [Read | 76-bit counter lower byte |0 d 
0A [Read | 16-bit counter upper byte lo 

|0B-3F Read | Not implemented lo | 









































though the circuit itself draws a mod- 
est 15 mA, additional current may be 
required by an external circuit pow- 
ered via pins 12/24 (+5V) and 
5/6/17/18 (GND) of the analogue/digi- 
tal VO connector on the board. When 


Table it Counter 


D3 | D2 D1 ро 


Clock Prescaler value 





Ло Reset (input divider) 
0= yes 000 = no clock prescaler 
1- no nnn = 2^ prescaler 





| Address (binary) | 
[Аана (binary) | | 





| O1w ww rite 


| 115e гррр Write 


v = logic value (0/1), d = direction control, s = clock source 


e = active clock edge, r = auto reset, p 


| 6-bit digital port, output 


а | =. ا‎ 
| тода даай [Write | 6&-bit digital por, direction |а 
| Counter function control 














= prescaler value. 
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be sure to keep the power consump- 
tion below nA so as not to exceed 
the maximum capacity of the 78L05. 





FILE ALLOCATION 
CONTROL SOFTWAR 
An overview of the card's registers and 
bit allocations is shown in Table 2, 
Don't worry if you do not understand 
the implications of a read/write opera- 
tions fronvto an invisible register bank 
straight away, there's a programming 
example and demo software to follow! 
The card is seen as a slave unit, and 
will not respond until it is told to do 
so, It does not generate interrupts or 
any kind of report to the PC when a 
change in input data occurs, whether 
analogue or digital. Data transfer 
to/from the card has two forms 


AND 








Read file: 
The PC sends a byte to the card which 
contains the address of the file register 
to be read (see Table 2). The card then 
returns a byte containing the value at 
that addres: 





Write file: 

The PC sends a byte to the card which 
contains the address of the file register to 
be written, as well as the value to be writ- 
ten (nothing is returned by the card) 


uN 





#include 
#include 


*bios.h» 
<conio.h> 
#include <stdio.h> 
#include «dos.h» 
#аеғіпе COM2 1 

‘define SETTINGS (OxEO | 0x03) 
int main(void) 

i 

int byte, 
bioscom(0, 
bioscom(1, 


file =0; 

SETTINGS, COM2); 
file, COM2); 

0, COM2); 
42x *, byte); 


byte = bioscom(2, 
printf("ADCO = 








COMPONENTS LIST 
Resistors: 
В! = 10k 
R2R3 = 222 






















Capacitors: 
CY,C2,C12,C13 = 100nF 
C3,C9 = 104F 16V radial 
04-08 = 22yF 25V radial 
C10€11 = 100pF 
С14,С15 = 22pF 


Semiconductors: 

Dy = 1№4148 

IC! = MAX232 

(C2 = 78105 

(C3 = 4052 

(C4 = PIC16C71-04/P (o/n 966508- 
n 


Miscellaneous: 

K1 = 2-way PCB terminal block, 
pitch 5mm 

K2 = 9-way sub-D socket, PCB 
mount, angled 

K3 = 25-way sub-D socket, PCB 
mount, angled 

X1 = crystal 4MHz 

Demo program on disk: a/n 966019- 
i} 













Printed circuit board, oin 960098-1 
PCB, programmed PIC and disk: set 
о/п 960098.C 







The gel-you-going software example 
shown in Figure 2 was written in Tur- 
bo C++ to demonstrate a simple read 


of ADC channel zero. The value re- 
turned by the card represents ап ana- 
logue voltage, where 0 
V. This value may be used for 
ther processing, logging, or displaying, 
in fact, anything you would like the 
PC to do with it. Actually, the card was 
initially designed as part of a virtual re- 
ality project to log head tracking 
movement! Finally, it is assumed that 
serial port СОМ? is used; If you want 
to another COM port, the program has 
to be modified accordingly 

A more powerful program called 
RSDEMO.C (also written in C++) is 
available on a disk with order code 
966019-1 which also contains the exe- 
cutable program (RSDEMO.EXE). This 
program reads all eight analogue in- 
puts, six digital inputs and the counter 
input, and presents a neatly arranged 
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| охоо | 0x00) 


Figure 2. A small pro- 
gram written in C++ 
to demonstrate how 
ADC channel 0 may be 
read. Note that this is 
NOT the larger pro- 
gram mentioned in 
the text. 


three DIL ICs in sock- 
All electrolytic ca 
are radial 
types for vertical 
mounting the 
board. Make sure you 
get the polarities right! 
The two süb-D connec 


ets 
pacitors 


on 





lors are both female types (sockets) 
with angled pins that allow direct fit- 
ling to the board. For your reference, 
the pin functions of the combined ana- 
logue/digital/counter socket, КЭ, are 


/* Set up RS232 */ 
/* Ask for 'file'* 
/* Read result +/ 
/* Print result */ 








shown separately in Figure 4. 


1-860096 


overview of the respective values on 











your PC screen. It also prompts you to 





Figure 3. Track layout 


ct your COM port (COMI through and component 
COM4 may be used). All relevant com- mounting plan of the 
mand words necesary to initialise the single-sided printed 
RS232 port and convey data along this circuit board de- 
path are arranged via signed for the data 
C++ commands thatad- Figure 4, Pinout of the acquisition card 
dress the BIOS. The pro- combined analogue/digi- (board available 
gram also writes the пес- — fal/counter input/output ready-made, see 
essary control words tothe socket. There's also a Readers Services 
card registers to enable all — +5 V connection which page). 
of the above mentioned ay be loaded with 
input values (or logic SOMA. 
states) to be read. Readers 
interested in the program 
ming aspects related to the 

GND AO GND A6 GND Di 05 


data acquisition card will 
find this program indis- 
pensable as well as easy to 
implement in other soft- 
ware, so ordering the disk 
is well worth considering: 


CONSTRUCTION 
The cireuit is very easy to 
build if you use the 
printed circuit board lay- 
out shown in Figure 3. It is 
recommended to fit the 
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When playing ап 
electric guitar, you 
often have to use one 
or more effects units, 
since each and every 
kind of music played 
on the guitar requires 
its own special effects 
(tremolo; distortion; 
chorus; phaser; 
flanger; and so on). 
In practice, this often 
means that various 
units have to be 
plugged in and then 
out again to make 
place for others. With 
the switch unit de- 
scribed in this article 
all this becomes a 
thing of the past. 


А Design by К. Walraven 


12 








There is a plethora of effects units for 
electric guitars. Many of these are al- 
most a must, because without them 
the required sound for a particular 
kind of music would be unattainable, 

Although many guitar amplifiers 
have provision for selecting a few 
special (integral) effects, most of 
these have to be obtained from dis- 
crete add-on units connected in se- 
ries with the cable linking the guitar 
to the amplifier. This works well, as 
does the operation, as long as there 
is only one effects unit in use. Most 
of such units have a foot pedal 
which enables the effect to be 
switched on or off. A different situa- 
tion arises when there are several of 
such units in use and the effects have 
to be changed during a performance. 


This usually means unplugging one 
unit and plugging another in. Quite 
а commotion, particularly since it is 
often accompanied by interfering 
side effects. 

If you are one of those long-suf- 
fering guitarists confronted with such 
problems, the present switch unit 





may come as a godsend. It enables 
three effects units to be connected 
permanently to the amplifier and any 
one of them to be selected at will by 
a footswitch. Switching is effected by 


Figure 1. Principle of 
the circuit: squares 1, 
2 and 3 represent ef- 
fects units. 
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a relay to ensure that the original sig- 
nal is not affected by any kind of 
electronic circuit. 


SIMPLICITY ITSELF 
Since the action of the switch unit 
may not immediately be clear from 
the circuit diagram, a simplified ver- 
sion of the diagram is shown in Fig- 
ure 1. In this, squares 1, 2 and 3 rep- 
resent the effects units (EUs). 
Switches S, and Sz are double-pole 
change-over types. When 5, is in the 
upper position, EUI is always in cir- 
cuit, irrespective of the position of 
When S; is in the lower position, ei- 
ther EU2 or EU3 is in circuit, depend- 
ing on the position of 55. 
The reason that a simple 3-posi- 
tion switch îs not used is that this 
would preclude the use of pedal 
switches, Also, this design has the 
advantage that change-over 
from one effect to another 
can be effected without ovi 
lap. If, for instance, in 
ure 1 a change-over from EUT 
to EU3 is desired, 55 is first (in- 
audibly) operated, whereupon 
the wanted change is effected by 
pressing 51. If a 3-position switch 
were used, tu2 would be actuated, 
however briefly, 























CIRCUIT 

DESCRIPTION 

The circuit diagram of the switch 
unit is shown in Figure 2. The gui- 
tar is connected to socket Kj, while 
Kyo is the output socket. In between 
these two, three effects units may 
be inserted: EU1 between Ky and Ky; 
EU2 between K3 and Kg; and киз be- 
tween Ky and Ку. Changing over 
between these units is effected by 
relays Re;-Re,, which are con- 
trolled by the switches connected to 
Ks and Kg. 

Relays Re, and Res, as well as Rez 
and Rey, are connected in parallel. 
The first of these pairs changes over 
the input from the effects units, 
while the other changes over the 
output signal. To prevent any possi- 
bility of earth-loops, all relays have a 
twin set of change-over contacts, 
with which the signal line and the 
earth return are changed over si- 
multaneously, 

Change-over between EU! and 
EUZ3 is effected by the level at 
switching input Ks, and between EU2 


Elektor Electronics 12/96 


2 RET..RE4 = 12V; V23024-A2003-B101 
D1..D4 = N41481 


кт 
































































DEVICES 
DEVICE2 }4------------- 
DEVICE1 
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2x 1N4148 
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1N4002 
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Figure 2. In practice, 
dehet ые, 
switches are used. 


езе 
EI. 
or digital signals. 





and виз by the level at Kj. 

The switching inputs are linked to 
simple stages consisting of a resistor, 
à zener diode and a field-effect tran- 
sistor — ет. In the absence of a signal 
at the inputs, Rj-Ds and R>-D, en- 
sure that T, and Ts are on, so that 
the relays are energized, whereupon 
diode pairs О-О; and Djs-Djz 
light 

When Ks and K, are short-cir- 
cuited or linked to earth by a pedal 
switch or a low logic level, the FETS 
are cut off, the relays are deactuated, 
and the earlier mentioned pairs of 
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diodes go out, Instead, diode pairs 
Dy2-Dyy and Dyp-Dyg light. 

The switch unit may be powered 
by а standard mains adaptor capable 
of supplying a current of up to 
300 mA (most adaptors can). The out- 
put of the adaptor need not be regu- 
lated. Diode Оо prevents damage in 
case the adaptor is connected with in- 
correct polarity. 


CONSTRUCTION 

The switch unit is best built on the 
printed-circuit board shown in Fig- 
ure 3 (which is not available ready 
made). The board may be used in 
two different ways. The first is to 
leave it as it is, so that the unit can be 
mounted behind a 1-unit, 19-in front 
panel. Many guitarists, however, 
may prefer to build the unit in a 
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small, discrete enclosure. In that case, 
the board should be cut into two at 
the centre, and the two halves 
formed into a ‘sandwich’ with the 
aid of insulated spacers. This con- 
struction has the further advantage 
that connector pairs Ку-Ку), Kz-Ko, 
K3-Kg, and Ку-Ку are positioned 
above one another, which is conve- 
nient from an operating point of 
view. 

A close look at the board will 
show why the indicator diodes are in 
sets of two. They are positioned in 
line with the associated connector, 
which makes it easy to see at a 
glance, irrespective of which half of 
the board is viewed, which of the 
three effects units is connected in cir- 
cuit. Diodes Dj; and Оуу indicate 
that EU2 or EU3 is selected, and this is 
why these diodes are positioned in 
between Кз and Ky, and Ку and Kg, 
respectively. 

Jack sockets K,-Kjy can be 
mounted directly on to the board; 
they may be mono or stereo ver- 
sions. To prevent undesired hum, the 
break contact of Кү is connected so 
that the input is short-circuited when 
no jack is inserted into the socket. 

The output of the mains adaptor 
(12 V/300 mA) is applied to Күү, 
which may also be mounted directly 
on to the board. In fact, the board 
layout is such that the socket can be 
positioned for entry at the side or at 
the rear of the board 


Parts list 


Resistors: 
Ry, Ro = 10 kQ 
Ry-Rs = 1 КО 


Capacitors: 
С; = 220 uF, 25 V, radial 


Semiconductors: 
Dy-Dy, D7-Dig = 1N4148 
Ds, Dg = zener diode 3.9 V 


Dig = 1N4002 
D44-Dig = LED, 3 mm, red 
Ts Tz = В5170 


Miscellaneous: 

K,-K,o = 6.5 mm phono jack for 
board mounting (mono or stereo) 

Ky, = power jack for board mount- 
ing 

Re,-Re, = 12 V relay with 2 
change-over contacts 

Mains adaptor 12 V, 300 mA. 





Jump leads may be connected to 
points 1 and 2 on the board to enable 
the earth lines of the effects units to 
be commoned. 

A photograph of the completed 
prototype board is shown in Fig- 
ure 4. 


CONNECTING UP 
Although all connections have been 
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described, il may be as well to sum- 
marize them. 
X The guitar is plugged into Ky. 
X The switch unit is linked to 
the guitar amplifier via Кү. 
X The inputs of the effects 
units are connected to 

K»-K, and their outputs 

to K—Kg. 

X Sockets Ks and Ky are 

intended for operating 

the switch unit, for which a 
digital signal, for instance, 
from a MIDI sequencer, may be 
used. If switches are used, these 
are simply plugged into the sock- 
ets, which are then short-cir- 
cuited. 

Figure 5 gives an overview of the 
functions of all connectors and the 
indicator diodes. 

[n 


Figure 4, Photograph 
of the completed pro- 


totype board. 





Figure 5. Overview of 
the various connec- 





on 
tions and the indica- [ | 
tor diodes. The diodes Diz Dia | 9 | o | ӨЙ, 
are in line with the as- Dis Dj; off on 
sociated connectors. T | 
| Dis Dig on | off | 
mains adaptor 
effect effect effect effect effect effect ейел effect 


unit 1 ий? — uniZ/3 unil3 unit3 — unit2/3 — unit ишш! 
on on on on on on on on 
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™ primary-battery 


refresher 





for 1.5 V AA/R6/HP7 dry batteries 





There has always 
been doubt about the 
claims that dry alka- 
line manganese bat- 
teries could be re- 
vived by charging, es- 
pecially since manu- 
facturers warn that at- 
tempts at doing so 
might result in the 
battery exploding. 
However, several 
units of which it is 
claimed that they can 
regenerate dry alka- 
line manganese bat- 
teries have now been 
on the market for well 
around years. Adver- 
tisements claim that 
these units can 
breathe new life into 
used dry batteries. 
We had our doubts 
about these claims 
and decided therefore 
to investigate them. 
The results are de- 
Scribed in this article. 
The article is aimed at 
experimentalists 
rather than the aver- 
age piv enthusiast. 
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Brief specification 


Application 
Suitable for 
Battery size 
No. of batteries 1-4 
Charging time 
Initial charging current 100 mA 
Final charging current 80 mA 
Power supply 
Special properties 


Refreshing and charging unit 
Dry alkaline manganese and NiCd batteries 
MN1500/AA/LR6/HP7 


24 hours (dry battery); 8-10 hours (NiCd battery) 


Mains adaptor, 12 V, 500 mA 
Separate charging current setting for each holder; 


voltage monitor for each battery; automatic 
discontinuation of charging at low and high battery 


terminal voltage 





It has been known for some time that, 
theoretically, partly discharged dry al- 
kaline manganese batteries can be re- 
freshed by charging with a small cur- 
rent. This current has to be small to 
avoid any risk of the battery explod- 
ing. With the appearance on the mar- 
ket of regenerating units for these bat- 
teries, the question was asked if such 
batteries could really be resuscitated, 
and, if so, to what extent. 

Some years ago, we carried out ex- 
tensive tests on special, rechargeable 


dry alkaline manganese b. 
together with appropria 
had then come on to the marl 
tests showed that those particular bat- 


that, 









teries could, indeed, be revived over a 
number of discharge/charge cycles. 
However, we were not able to do so 
over the number of cycles claimed by 
the producers. If these batteries had 
cost about the same as standard dry al- 
kaline manganese batteries, there 
would have been a future in them. 
However, since their price was closer 
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to that of nickel metal hydride, NiMH, 
they were a non-starter. 

When we were recently offered a 
refresher unit for standard dry alkaline 
manganese batteries, we were not too 
enthusiastic. And, indeed, initial find- 
ings were not encouraging. To start 
with, there were vast differences in the 
results with batteries from various 
manufacturers. Some could not be 
given any new life at all, whereas oth- 
ers could indeed be revitalized to some 
extent. It must be admitted that the 
exact state of charge of many of the 
tested batteries could not be ascer- 
tained. It is interesting, however, that 
even the really flat ones showed no 
tendency to explode or even leak. 

It must also be ad- 
mitted that the supplier 
of the ‘charger’ in the 
notes accompanying 
the unit had expressly 
stated that any batteries 
to be refreshed should 
not be flat, and that 
best results would be obtained of they 
were only partly discharged. ‘When 
refreshing is undertaken after only a 
partial discharge, the battery can be re- 
generated many times. If, moreover, 
the battery is used in an application 
where the current drawn from it is 
small, it may be recharged up to 30 
times’. 

The initial tests were deemed to be 
inconclusive and we decided therefore 
to test dry alkaline manganese batter- 
ies (whose state of charge was known) 
from three different manufacturers: 
Mallory (Duracell), Philips, and Varta. 
Furthermore, it was decided to have 
the tests carried out by a proprietary 
regenerating unit and a refresher de- 
veloped by ourselves (which is dis- 
cussed later on in this article). 


OBSERVATIONS AND 
RESULTS 
In the design of the refresher, inspira- 
tion was drawn from earlier investiga- 
tions and experiences with the 
‘charger for alkaline manganese bat- 
teries’ published in the July/August 
1995 issue of this magazine. The re- 
fresher is, basically, a simple charger 
providing a constant charging current. 
In the tests, no noticeable difference 
was experienced between the con- 
stant-current method and the pulsed- 
charging-current method used in the 
1995 charger. This is an interesting 
finding, because it was claimed that 
the positive findings obtained with 
special, proprietary chargers for use 
with dry alkaline manganese batteries 
were attributable to the pulsed-charg- 
ing current. It should be noted that 
this is not the case with the propri- 
etary charger used in the current tests. 
Sets of four brand-new batteries 
from three different manufacturers 
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were used in the tests. 
Each test run concen- 
trated on a set of four 
identical batteries. Two 
of these were partly 
discharged and then 
charged and partly discharged again 
several times. The other two were 
used as a control set to check the true 
available capacity. This was done by 
discharging them at a current, which, 
with a load consisting of a 3.3 Q, 1 W 
resistor, is the maximum permissible 
discharge current of 1.5 V AA batteries: 
0.5 A or, on average, 0.35 A. 

Such a high discharge current has 
à detrimental effect on the number of 
cycles these batteries can be charged 
and discharged. The results are far bet- 
ter with normal levels 
of discharge current. 
The high-current dis- 
charge was aimed at 
giving the regeneration 
method a really tough 
test. 

When the batteries 
were discharged at 





Current Drains at 1.25 Volts. 
Q А 


6 9 
HOURS OF SERVICE AT 20°С 


fairly small current levels, an alkaline 
manganese battery that lends itself 
well to refreshing, such as the Duracell 
types, had, after being refreshed for 
the first time, about the same capacity 
as a new battery. Thus, it would be 
possible to replace a partly discharged 
battery in a clock or small battery-op- 
erated radio receiver by a refreshed 
battery. 

Now for the test with batteries dis- 
charged at high current levels. Figure 1 
shows typical discharge characteristics 
of an MN1500/AA/HP7/LR6 dry alka- 
line manganese battery. These charac- 
teristics were obtained from Mallory's 
handbook of Duracell batteries. 

The nominal capacity of these bat- 
teries is 1800 mAh when discharged at 
an ambient tempera- 
ture of 20*C to 0.8 V 
(from the nominal 
em.f. of L5 V) through 
а 50 О load. The curves 
show clearly that the 
capacity drops fairly 
rapidly when the dis- 
charge current rises, 








Figure 4. Similar char- 
acteristics to those in 
Figure 2 but pertain- 
ing to a Varta size LRG 
alkaline manganese 
battery. 
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Figure 3. Similar char- 
acteristics to those in 
Figure 2 but pertain- 
ing to a Philips size 
LR6 alkaline man- 
ganese battery. 


that is, when the load 
resistance is reduced. 
With a load of 10 Q, 
the capacity drops to 
1550 mAh; with 5 Q, 
to 1350 mAh; and 
with зо, to 
1200 mAh. 

The high-current discharge charac- 
teristics of a Duracell MN1500 battery 
that has been discharged апа 
recharged a couple of times are shown 
in Figure 2. The battery was dis- 
charged via а 3.3 Q resistor until its 
voltage (under load) had dropped to 
0.8 V. The solid curve was obtained 
from a new battery, It took well over 4 
hours before this 
was discharged to a 
voltage of 0.8 via a 
3.30 load. It was 
then recharged and 
again discharged via 
the same load. It is 
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astonishing to note that it then took 
again over 4 hours for the battery to be 
discharged to a voltage of 0.8 V. Even 
size AA rechargeable NiCd or NiMH 
batteries do not offer that sort of per- 
formance. 

Subsequent discharge/charge cycles 
reduced the capacity of the battery 
fairly rapidly, which is to be expected 
at such high discharge currents, In 
fact, after six cycles, the battery had all 
but lost its capacity, This rapid de- 
crease is caused by the of the bat- 
tery’s internal resistance. With lower 
discharge currents, the fall in battery 
capacity was not so pronounced and 
more than six discharge/charge cycles 
were attainable. 

Identical tests on AA size dry alka- 
line batteries from Philips and Varta 
showed a rather different picture, as 
seen in Figures 3 and 4. The Philips 
battery had a rather flatter initial char- 
acteristic (solid curve) than the Dura- 
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cell battery: it took over 6 hours for its 
terminal voltage to drop to 0.8 V - a 
very good performance, indeed. How- 
ever, after it had been recharged, it had 
nowhere near the regenerated capac- 
ity of the Duracell battery – a mere 3 
hours. This was found to be almost en- 
tirely because of its increased internal 
resistance. With lower load currents, 
the drop in capacity will, no doubt, be 
nowhere near as severe. 

A similar picture emerged from the 
tests on the Varta battery. The terminal 
voltage of this shows a rather steeper 
fall during the first discharge than that 
of the other two batteries. 

It should of course be borne in 
mind that even batteries of the same 
type from the same manufacturer may 
exhibit fairly large differences in per- 
formance, depending on the storage 
life and storage temperature. 

The test results show clearly that 
the total capacity of dry alkaline man- 
ganese batteries, attainable over their 
life, can be increased to 3-5 times the 
nominal figure. Where high load cur- 
rents are needed, these batteries do 
not perform anywhere near as well as 
(re-chargeable) NiCd batteries, and this 
is particularly true of refreshed dry 
batteries. 

In our tests, the Duracell batteries 
stood out, since after the first dis- 
charge/charge cycle they had virtually 
regained their initial capacity. 

Tests were also carried out with car- 
bon zine dry batteries, but these, with- 
out exception, could not be refreshed. 

Finally, it may interest readers that 
the tests were carried out with a PC- 
driven Type HP34401A multimeter. 








REFRESHER CIRCUIT 
The refresher, whose circuit is shown 
in Figure 6, is designed to receive four 
size MN1500/AA/LR6/HP7 batteries. It 
has protection against wrong polarity 
and a current and voltage limite: 
to enable 1, 2, 3 or 4 batteries to be re- 
generated, these are not recharged in 
series, but independently of each 
other. The charging current lies be- 
tween 80 тА for a completely re- 
freshed battery and 100 mA for a bat- 
tery discharged to a terminal voltage 
of 0.8 V. The maximum charging time 
is 24 hours. 

The refresher (see block diagram in 
Figure 5) consists of a mains supply, a 
reference-voltage source (serving both 
limits of the terminal voltage), a volt- 
age monitor, and a charging-current 
limiter derived from the voltage moni- 
tor. The last two stages are quadrupled 
to enable each battery being refreshed 
to have its own voltage monitor and 
discharge-current limiter. 

For safety’s sake, and also to keep 
costs down, the mains supply consists 
of a simple 12 V, 500 mA mains adap- 
tor. Protection against wrong polarity 
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Figure 5. Block dia- 
gram of the alkaline. 
manganese battery re- 
fresher. 


is afforded by diode Dj. The supply 
line for the refresher is set at 5 V by 
regulator IC), while that for the 
opamps and the reference voltage 
source is held at 8 V by regulator Ic». 
The presence of 5 V on the refresher 
supply line is indicated by D». 

The reference-voltage source uses а 
potential divider, whose value may be 
varied with Ру, to set the maximum 








Figure 6. Circuit dia- 
gram of the alkaline 
manganese battery re- 
fresher. 
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charging voltage to 1.7 V and the min- 
imum battery voltage to 0.85 V. 

Charging current limiting is ef- 
fected by a series resistor (Күү, Rig, Ros, 
R33) in the lines to each battery being 
refreshed. Diodes Ds, Оу, Di; and Djs 
prevent the batteries being discharged 
via the charging circuit when the 
mains fails for whatever reason. 

The voltage monitor consists of a 
two op amps operating as compara- 
tors. They liken the voltage at the rel- 
evant battery terminals with the 0.85 V 
and 1.7 V reference potentials. If the 
battery terminal voltage is below 
0.85 V, the battery is discharged to too 
great an extent or it has been inserted 
wrongly. In either case, the output of 
the relevant op amp (IC3,-IC;,) goes 
high (about 8 V), whereupon the tran- 


sistor (T-T,) in the charging-current 
path is cut off. The red LED (Dg, Dio, 
Од, Dig) then lights to warn of a too 
deep discharge or wrong connection. 

The supply to the op amps is de- 
liberately made higher than that to the 
transistors. This guarantees that the 
base becomes positive with respect to 
the emitter, which ensures that the 
(p-n-p) transistor is cut off. 

When the battery terminal voltage 
reaches a level of 1.7 V, the other com- 
parator (IC3,-IC,,) changes state, and 
again the relevant transistor is cut off. 
Charging of the relevant battery is 
then stopped. In that case the green 
LED (Ds, Do, Dis, D17) lights. 

In our tests, the cut-off voltage of 
1.7 V was attained with the Duracell 
batteries, but not the Varta batteries, In 
case of the latter, the reference voltage 
may be lowered to some degree. If the. 
reference vollage is kept at 1.7 V, it is 
fairly easy to arrange for a timer switch 
to disconnect the mains to the re- 
fresher after 24 hours. 

If the circuit is used to charge 
NiCd batteries, discontinuing the 
charging at 1.7 V is, of course, wrong, 
since that level is reached when the 
battery has been charged to only 80 
per cent of its nominal capacity. In 
this case it is, therefore, necessary to 
stop charging after 8-10 hours, which 
again can be arranged by a suitable 
timer switch. 
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Parts list 


Resistors: 
Ry, Ву, В, Roy, Rog = 1 KO. 
Ro = 15 КО 


Ry, Rs = 22 kO 

Вв, R12, Вз, Rig, Rag: Ras: Raz, 
Rag = 1 МО 

Re, Rg, Bis: Ry Вв, Raz. Res, Rag, 
Roo = 27 

Rio, Riz Ba Ra, = 100 КО 

Rin, Rig, Ras, Raa = 330, 1W 

P, = 1 КО preset, horizontal 
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Figure 7. Printed-cir- 
cuit board for the al- 
kaline manganese bat- 
tery refresher. 


CONSTRUCTION 
The refresher is best built on the 
printed-circuit board shown in Fig- 
ure 7 with the aid of the component 
layout and the parts list 

Start with laying the wire bridges 


near IC; and P} 
dá 22 


Capacitors: 

C, = 100 uF, 16 V, radial 
С», Сз = 100 nF, ceramic 
C4-C; = 100 pF. ceramic 


Semiconductors: 

Dy, Ds, Dy. Dj, Di5 = 1N4001 

О» = LEO, orange, high efficiency 

Ds, Ds, Dis. D7 = LED, green, high effi- 
ciency 

Dg, Оло, Ола, D,g = LED, red, high effi- 
ciency 


Dy, Dg, Di2, Dig = 1N4148 
тї, = 


am 8M EM. BH EK EM ER EM 5 


T"EMEMERE 


A US Us us 





Take good care to position the fol- 
lowing components correctly on the 
board: IC;-IC, D;-Dis, Су. 

It is advisable to use sockets for 
op amps IC;-IC,. 

The wiring consists merely of the 
leads to the four battery holders. 


INITIAL TESTS 

Before applying power to the circuit, 
carefully check the component layout, 
the soldering and the polarity of the 





IC; 
IC3-ICg = TLC272P 


Miscellaneous: 
— receptacle, board mounting, for 

mains adaptor 

Heat sink, 6.5 К W~, e.g. Fischer 
SK129/25.4-STS (available from Dau, 
telephone +44 (0)1243 553 031) 

Mains adaptor, 12 V, 500 mA 

Plastic enclosure 

4 off battery holder for size AA/LR6/HP7 
batteries 

PCB, Order no, 960106 





output of the mains adaptor: inner pin 
+ve, outer bush —ve. 

Before inserting any batteries into 
the holders, connect the mains adap- 
tor to the circuit, whereupon the green 
Leps should light, not the red ones, 

Connect a digital multimeter set to 
its 2 V d.c. range between test point E 
and earth and adjust P, for a reading 
of 1.7 V. 

Test the correct functioning of the 
voltage monitor by short-circuiting one 
of the battery holders. The relevant 
green LED should then go out and the 
associated red one light. 

When all this is in order, insert a 
size AA/LR6/HP7P dry alkaline man- 
ganese battery, which has been dis- 
charged to some extent — not too 
deeply - into one of the holders Nei- 
ther of the associated LEDs should 
light 


FAULT-FINDING 

If the refresher does not function as 
described, check the voltages at the an- 
notated test points in Figure 6 with a 
digital multimeter (10 MQ input im- 
pedance). If the voltage levels differ 
greatly, the following list shows pos- 
sible causes of the failure. Check the 
voltages in order of the test points: it 
is assumed that when a test point is 
being checked, the potentials at the 
previous ones are in order 


A The mains adaptor is faulty. 

The polarity at the mains adaptor 
output is wrong, 

The supply line is open-circuited 
If the voltage is present after D; has 
been removed, suspect a short-cir- 
cuit in the diode or on the PCB. 

В Diode D, is connected with wrong 
polarity or is defect. 

Capacitor C; is short-circuited. 

C IC; is defect or wrongly connected 
or there is a short-circuit in the sub- 
sequent circuitry. 

D IC; is defect or wrongly connected 
or there is a short-circuit in the sub- 
sequent circuitry. 

Е The setting of P, is incorrect or 
there is a fault in the subsequent 
circuitry. 
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Е The value of Ry and/or Rs is wrong 


or there is a fault in the subsequent Figure 8. The wiring 
circuitry. of the refresher con- 

G When there is no battery in the rel- sists merely of the 
evant holder, the potential here leads to the four bat- 
should be 4.5 V and the green LED tery holders. 


should light. When a battery with 
a terminal voltage of 1.5 V is in- 
serted into the relevant holder, the 








green LED must go out and the po- 8 ® =12% 
tential at this test point should rise nva 
to about 4.8 V. If this is not so, re- 


move the relevant Ic from its 
socket, whereupon the green LED 
should light again. If there is still no 
voltage at the test point, the rele- 
vant transistor is defect 

H When there is no battery in the rel- 
evant holder, the potential here 
should be 4.5 V and the green LED 
should light. When a battery is in- O- 
serted into the relevant holder, the © * 
potential should drop to 1.5-1.7 V. T 
When it is lower than 1.7 V, neither 
relevant LED should light; when it 
is 21.7 V, the green LED should 
light. If the relevant green LED does 
not go out, or the voltage at pin 2 
of the op amp is 1.7 V, but that at 
the test point is lower than 1.7 V, it 
must be assumed that the 1C is de- 
fect. 

J When there is no battery in the 
holder, the potential should be 
about 6.5 V and the green LED 
should light. If this is not so, check 
the potential at pin 1 of the op amp. 
If this is around 7 V, the fault lies 
with the series resistor (Rg, R5, Ra», 
Rag) or the relevant green LED. 
When the voltage at pin 1 is low, 
that is, «1 V, or that at pin 2 is 1.7 V 
and that at pin 3 is 4 V, it must be 
assumed that the 1С is defect. 


[960106-1] 
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focus on: 


satellite communications 








Although some of you 
will have a choice of 
over 50 TV programmes 
brought to you via satel- 
lite, instead of five or so 
less than two decades 
ago, television is still ba- 
sically a passive 
medium. The arrival of 
DVB/MPEG-2, a unified 
digital transmission 
standard for TV, audio 
and more is sure to 
change all that, and 
soon you will be able to 
talk back to a satellite 
via your PC or multime- 
dia set-top box. Are you 
ready to be launched 
into the digital era? 
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everything ga 


DX MÀ 


Without oversimplifying matters, the 
trend towards digital transmission of 
TV and radio programmes has two 
causes, both of which are in the realm 
of the programme suppliers and 
equipment manufacturers, and, to put 
it bluntly, mainly economical: (1) 
scrambling is easily implemented 
using Smartcards, easily leading up to 
Pay-per-View; and (2) transponders 
may be shared. The customer has little 
say in this, not even mentioning that 
practical tests have indicated that most 
viewers do not notice a difference in 
picture quality between digital and 
analogue programme material. 
Because a typical satellite transpon- 
der can carry about ten times more 
digital channels than analogue chan- 
nels, transponder rental costs may be 





shared by broadcasters. Studies con- 
ducted by Eutelsat indicate that there 
will be some 35 
tionary orbit above Europe by the next 
millennium. With compression tech- 
niques like MPEG-2 resulting in about 
10 channels per transponder, sufficient 
capacity will be available for a stag; 
ing 3,500 digital TV channels. Looking 
the vast amount of pulp-TV broadcast 
in these half analogue, half digital days, 
programme quality and quantity will 
be even more out of step by 2001. And, 
if you are bored with watching TV, why 
not switch to the Internet which will 
shortly come from the skies, too. 
Although (enhanced) analogue TV 
still holds a strong position, and will 
co-exist for at least 10 years with digi- 
tal TV, broadcasters, satellite operators 


satellites in geosta- 
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and equipment manufacturers are de- 
termined to ‘push’ a receiver/decoder 
for digital TV on to the market at an 
ultimate price of about £200. Interest- 
ingly, some programme providers will 
subsidise this ‘box’ as they have con- 
tracts with manufacturing companies 
(for example Nethold, Canal Plus, but 
also the re-vamped BSkyB). 


1 


to emerge shortly for DVB-to-PPP 
(point-to-point protocol) and DVB-to- 
DVD (digital video disk). 

All of the above mentioned systems 
will use a common core of elements. 
These are the MPEG (Motion Pictures 
Experts Group) vision and sound cod- 
ing and multiplexing, and Reed- 
Solomon error correction. The re- 
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maining elements like 


April 1994 survey ofthe format TV. саит rud modulation and chan- 
International Institute Е SIO s coding need to be 


of Communications, 
about 47% of Europe's 
homes will have a digital TV decoder 
by the year 2015. However, looking at 
the current success of, say, PALPlus, 
there are fears that digital TV is a tech- 
nology push rather than a response to 
а consumer demand. 

All digital TV is supposed to be 
broadcast in the new panoramic 16:9 
format, so how are we doing with 
compatible TV sets? An indication of 
the developments in this area is given 
by Figure 1. Obviously, a lot will have 
to be done by programme providers as 
well as retailers to increase sales of 16:9 
sets. Whether or not this will be 
helped by PALPlus broadcasts is as yet 
unclear. Sports and feature films will 
be the work horses in this respect. 


THE STANDARD 

Today, DVB (Digital Video Broadcast- 
ing) has been accepted by all major 
European broadcasters as the standard 
for digital television, radio and data 
services over satellite, cable, mi- 
crowaves and terrestrial transmissions. 
DVB specs have been laid down by 
the EBU (European Broadcasting 
Union) and the ETSI (European 
Telecommunication Standards Insti- 
tute), and cover many sub-standards 
like DVB-S (satellites), DVB-C (cable 
services), DVB-SI (service information), 
DVB-TXT (teletext) and DVB-CS (cable 
distribution systems). The next step 
will be to agree on systems for digital 
broadcasting by terrestrial transmitters. 
Facts and full standards are available 
via the Internet from the EBU site at 
www.ebu.ch. Seamless links are sure 
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individually tailored to 

the transport media 
being used, which, after all, have dif- 
ferent requirements as regards power 
and bandwidth. With the satellite and 
cable systems firmly defined, individ- 
ual organisations are finalising their 
plans to produce and distribute DVB 
receivers. Early types of these receivers 
were shown at the recent International 
Broadcasting Conference (IBC) in Am- 
sterdam. 





INTERNET IN THE 
SKY: TELEDESIC 

Graig McCaw, entrepreneur and ex- 
owner of McCaw Cellular Communi- 
cations (now renamed AT&T Wireless 
Services) and Bill Gates, president of 
Microsoft Corp. have a wild plan, or a 
dream, as they say. 

A constellation of 840 20-GHz (Ka- 
band) satellites, they hope, will gird the 
globe at low altitude (approx. 700 km, 
Figure 2), linking any two points on 
the world with the speed and capac- 
ity of fibre-optic cable. The name of this 
9-billion dollar venture, planned for 
launching by the year 2001 and origi- 
nally conceived for wireless phones 
only, is Teledesic. Some people dismiss 
these plans as utter science fiction, ar- 
guing that the vast expansion of fibre 
networks will diminish the need for a 
satellite-based supplement. The people 
at Teledesic, of course, disagree, claim- 
ing that the project is never intended 
to carry all the world’s high-speed traf- 
fic, and that there will be many loca- 
tions that will never have fibre, but still 
need high-capacity data links (Fig- 





Scrambling 
systems 
overview 


Some people consider everything that 
does not appear normally on a PAL TV as 
scrambled. This indicates a basic confu- 
sion between the terms ‘TV standard’ and 
‘encryption’. A D2MAC transmission, for ex- 
ample, does not produce a viewable pic- 
ture on a regular PAL TV, although it may 
not be scrambled at all. 


EBU (SIS, Sound-in-Sync): not a scram- 
bling system, but a peculiar transmission 
format applied by the European Broad- 
casting Unit (EBU) for newsfeeds. Official 
decoders are not available but second 
source models are capable of stabilizing 
the picture and making the digital sound 
audible. 

Decoder: no card; unclamped video input 
signal. 


LuxCrypt: until recently, this system was 
used by RTL4, RTL5, SBS6 and Veronica 
(Holland Media Group/SBS6), who encrypt 
their transmissions for bookkeeping only, 
i.e., to have an audited number of viewers 
within the Benelux. In this way, suppliers of 
programme material can not bill the broad- 
casters for viewers outside the Benelux. 
Decoders used to be available at cost only. 
Direct-to-home viewers (expatriates and 
viewers not connected to the Benelux 
cable TV networks) produced an outcry 
when HMG changed to digital transmission 
(DVB/MPEG-2) at the beginning of Sep- 
tember 1996. 

Decoder: no card; unclamped video input. 
signal. 


Videocrypt: available in two standards 
which аге mutually incompatible: 
VideoCrypt | and II. VideoCrypt Il decoders 
are usually incorporated in receivers. 
Based on cut-and-rotate of picture lines. 
Decoder: Smartcard; unclamped video 
input signal. 


D2MAC: not a scrambling system in itself, 
but a quasi-digital transmission standard. 
EuroCrypt scrambling is an option. 
Decoder: Smartcard; flat baseband input 
signal. 


EuroCrypt: scrambling system associated 
with D/D2MAC. Two basic versions: Euro- 
Crypt M and S. 

Decoder: usually contained in receiver; 
Smartcard; flat baseband input signal. 


Syster: mainly used on German, Spanish 
and Italian stations. 

Decoder: rental or available in combination 
with subscription only; Smartcard; un- 
clamped video input signal. 


Obsolete analogue scrambling systems 
(video only): SatPac (FilmNet), SAVE (BBC 
World Service), Discret 1 (Canal Plus), Ird- 
eto. 
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Figure 2. Orbiting scheme for the 840 
LEOS (low-earth orbiting satellites) in the 
Teledesic plan proposed by Microsoft 
and AT&T Wireless services. 


ure 3), Examples include remote vil- 
lages, farms, and the all of today’s un- 
derdeveloped countries. 

Apart from the problem of finding 
investors for these ultra-ambitious 
plans, Teledesic might have a problem 
building all those satellites and launch 
them without breaking the bank. The 
target is about $5.5 million per satellite, 
way under the $100 million or so of 
today's big communications satellites 
and about half of what Motorola in- 
tend to spend on the satellites in the 
Iridium venture (a partly competitive 
satellite-based global communication 
system). Software for the earth stations 
will not be a problem as it will proba- 
bly be developed by a team of pro- 
grammers at Microsoft. Top-of-the-bill 
(pun intended) of the Teledesic features 
is its 1.2 Gl/s Gigalink to fixed sites. 














BACK TO EARTH 
TELENOR AND ASTRA 1H 
Since 1995, Eutelsat as well as other 
service providers in Europe and North 
America have been developing digital 
platforms for multimedia services car- 
ried by satellite, as well as data broad- 
casting (datacasting). In Europe, these 
initiatives are based on DVB and 
МРЕС-2 technology. Simply by apply- 
ing (virtually) the same technology as 
the one used for digital TV and radio, 
it becomes possible to raise the speed 
of multimedia services to end users to, 
for example, 2 Mbit/s per session for an 
Internet connection, or 40 MBit/s for 
downloading huge files to a large 
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number of customers. Mind you, these 
initiatives are aimed at business users. 
In practice, DVB is easily used for a 
PPP (point-to-point protocol). As with 
ActiveMovie in your web browser, it's 
the perfect link if your connection is 
fast enough. 

The risk of serious bandwidth 
shortage caused by millions of Internet 
users is recognized worldwide. Cable 
TV operators, in a smart move to steal 
Internet users from telephone compa- 
nies, are working hard to come up 
with cable modems. Phone companies 
are fighting back with much reduced 
ISDN subscription prices. Neither the 
cable TV system nor the ISDN net- 
work does, however, offer the vast ge- 
ographical scale of satellites carrying 
data, simply because a satellite can, in 
principle, be received everywhere. 

Although Eutelsat have helped to 
pave the way for digital broadcasting, 
others have put multimedia broad- 
casting in practice. Telenor's ‘Multi- 
media Channel’ will be beamed down 
early next year, not by an Eutelsat 
satellite, but by Thor, the ex-BSkyB 
Marco Polo satellite, now pulled to the 
Scandinavian geostationary position of 
1° West. The Multimedia Channel will 
offer, among other services: a business 
multimedia newspaper, video broad- 
casting, an infochannel, interactive 
business TV, turbo internet and a game 
channel. The Multimedia Channel is 
available for: 












= PCs, as a complete add-on card 
with turbo-internet capability, and 
containing a complete satellite re- 
ceiver for direct viewing on a TV 
set; 











Videoconterencing 
gnome nt 





fa on 


= or TV, which involves a complete 
set-top box that combines tradi- 
tional TV with Turbo Internet and 
other multimedia applications 
transferred at a rate of up to 


48 MByte/s. 


Although Telenor's initiative is aimed 
at the Scandinavian world, the tech- 
nology is of interest because it opens a 
market for satellite receivers on a PC 
insertion card! All in all, the new ser- 
vice appears to be initially designed for 
teleshopping, large warehouses being 
able to provide clients with product in- 
formation that reaches them via satel- 
lite. In this system, telephone lines are 
still used for the low-bandwidth link 
from the end user to the server. Some 
cable-TV modems will also use this 
split-line system: high bandwidth over 
the cable TV network (server-to- user); 
low bandwidth over the telephone 
line (user-to-server) 

Société Européenne des Satellites 
(SES) Luxembourg, owners and oper- 
ators of the well-known Astra satel- 
lites, follow in the footsteps of Telenor 
by mid-1998 when their Astra 1H, the 
‘multimedia satellite’, will be opera- 
tional as the eighth satellite positioned 
at 19.2? East. As shown in Figure 4, 
many of the intentions unveiled re- 
cently by SES are identical with those 
launched by Telenor as described 
above. There are, however, two 
marked differences. First is the use of 
an uplink frequency (in other words, a 
wireless link) to convey information 
from the user to the satellite, and from 
there, to the ground station. Second is 
the use of two dedicated Ka band (20- 
30 GHz) transponders for all data traf- 


























The Information Skyway 











all goes according to plan, the 840 LEOs in Teledesic’s constellation will carry rivers of digital informa- 

orbit the globe from pole to pole, continuously transmitting and receiving in the Ka band (20-30 GHz). 
inies will use the birds to extend their wired and cellular networks. People 

the Internet, share computer files, and make videophone calls with the blinding speed of fibre optics. 

Tony Mikolajczyk for Fortune magazine). 


everywhere would thus be 
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Uplink 
SMS & Network 
1 Management 
‘Center 
fic (up and down!). This 


will create a market for 
a totally new type of 
LNB having а (low- 
power) transmit capa- 
bility. Although techni- 
cal details are not yet 
available, it is reason- 





BISON 


(alternative) 


Figure 4. The Astra 1H 
satellite, planned for 
deployment in 1998, 
will add a totally new 
aspect to multimedia 
computing: a direct- 
from-home (DFH) up- 
link to the satellite, 
using a transmitting 
LNB which operates in 








which the first is to be 
deployed by the au- 
tumn of 1997, will be 
positioned at 282° 
East. The Astra 2A will 
be a Hughes Space 
HS 601 HP providing 
28 Ku-band transpon- 


able to expect that this 
LNB will be incorpo- 
rated as a Ka-band ex- 
tension into existing 
Ku-band (12-GHz) 
types. Interestingly, the 1H satellite will 
also contain 28 Ku-band transponders 


RIVALS IN SPACE 
ASTRA AND HOTBIRD 
Another series of Astra satellites, of 








Figure 5. Hotbird 2 
satellite under con- 
struction. Lets’ hope it 
goes into orbit with 
the new Ariane 5 
rocket shortly (photo- 
graph courtesy Eutel- 
sat). 
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the Ka band (20- 
30 GHz). (source: SES 
Luxembourg). 





ders (32 for the first 
five years) with an out- 
put of 100 watts each. 
Next comes the 2B 
spacecraft to be built 
by Matra Marconi Space, having 
roughly the same specs as the 2A. The 
first customer to commit to the new 
Astra position of 28.2° east is UK 
broadcaster BSkyB, who have leased 
no fewer than 14 transponders on the 
Astra 2A for their digital programme 
bouquet’ targeted at the UK and Eire 
by the autumn of 1997. 

Meanwhile, Eutelsat's Hotbird 2 is 
said to be a full sell-out. This satellite 
(shown under construction in Fig- 
ure 5) will be launched by mid-No- 
vember, and is fully booked with all 
20 transponders leased with 12-year 
contracts. Hotbird 2 will be the second 








One chip for all 
descramblers! 


The latest set-top box chip set marketed by LSI 
Logic is able to handle all currently used con- 
ditional access systems for satellite TV. The 
chip set, called Integra, has been designed by 
News Datacom. Because it can be switched on 
by downloading code over the air, a single set- 
top decoder box based on Integra would be 
capable of decoding, say, BSkyB as well as 
Canal Plus (provided, of course, you turn the 
dish). The next generation of Integra is said to 
add MPEG decoders and a controller for DVD 
(digital video disc). Major players in the DVD 
field such as Sony are already using the Inte- 
gra chip set. 





of five satellites co-positioned at 13° 
East (Figure 6). By early 1998, Eutelsat 
hope to have 98 transponders opera- 
tional from this slot, although this may 
be optimistic in view of the possibili- 
ties of launch failures! In the fourth 
quarter of 1995, some 55.4 million 
households were watching channels 
from the Hot Bird position, mainly, of 
course, via cable TV networks. Eutel- 
sat is in cyberspace, too, at www.eu- 
telsat.org. Have a look at their site! 


(960021) 


Figure 6. Artist’s im- 
pression of Eutelsat’s 
Hotbird 1 and 2 satel- 
lites co-positioned in 
geostationary orbit at 
13 degrees East. Hot- 
bird 2 in particular 
will carry a vast num- 
ber of digital TV pro- 
grammes, each of the 
20 transponders being 
able to beam down up 
to ten programmes. 
(photograph courtesy 
Eutelsat) 
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The article describes 
a remote control 
(send/receive) system 
that does not use 
infra-red light, but vis- 
ible light. It is particu- 
larly suitable for use 
with a door opener or 
alarm system. The 
use of visible light is 
not only original, but 
has other advantages 
as well. 


Based on an idea from W. Zeiller 
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Current remote control systems either 
use radio waves or infra-red light. The 
first is used particularly where long 
distances have to be spanned and/or 
where obstacles, such as walls or 
closed doors, have to be negotiated 
These systems are generally complex 
and expensive. Infra-red (ik) light is by 
far the most common system in use in 
domestic premises and offices. Its use 
is restricted to line of sight, but it can 
span distance of a couple of meters (10 
feet or so). An advantage of IR systems 
is that the likelihood of their causing 
spurious radiations and other inter-fer- 
ence is very small indeed, which pre- 
cludes having to take measures against 
these phenomena 

The system described may be seen 
as a variation on an IR system: it uses 
visible (red) light as the transmission 
medium. This has the disadvantage 
that ambient light has some effect on 
the transmission and consequently the 
distance spanned is rather shorter 

On the other hand, red light has 
two important advantages. In the first 
place, you can see what is happening: 
particularly in dark or semi-dark 
spaces the red beam is clearly visible 
(as a secondary benefit, it gives an in- 
dication of the state of the battery). 

The second advantage is that the 
controller of the system can be used 
for purposes other than remote con- 
trol, for example as a keyhole finder or 
map reader in a car. In this context, it 











is worth noting that the LED used in 
the controller is much more robust 
than the bulb in а small torch 


DESIGN 

The system consists of a controller and 
а receiver. The controller is about the 
same size as a cigarette lighter and is 
powered by a small batte 
were, the optical key of a door opener 
or alarm system, which can easily be 
carried about 

The receiver is rather larger, but still 
fairly compact. It is powered by a stan- 
dard mains voltage adaptor. At its 
input is a phototransistor and at its 
output a relay with which the various 
functions can be carried out. 

The signal between controller and 
receiver consists of red light pulsing at 
a rate of 3.2 KHz. The controller gener- 
ates this pulse train with the aid of an 
LED. Although the pulse rate is high for 
our eyes, so that it seems to us as if the 
LED lights continuously, the phototran- 
sistor in the receiver detects the dis- 
crete pulses and translates them into 
a switching command for the output 
relay. The design of the receiver makes 
it insensitive to daylight or artificial 
light. 


It is, as it 








CONTROLLER 
The diagram of the controller is shown 
at the bottom left of Figure 1. It is 
based on the well-known Type 
timer (here in CMOS version): IC3, 
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The ic is arranged in its standard 
application as an astable multivibrator 
(Amy), It generates a signal at a fre- 
quency of 32 kHz, which is deter- 
mined by Күз, Кз and Сүз. To ensure 
a square-wave signal (duty factor 50 
per cent) at the output, Куз is bridged 
by а Schottky diode, Dy. It would have 
been possible to lower the value of 
Ri, but this would have increased the 
current drain and thus shortened the 
life of the battery. A square-wave 
rather than a rectangular output was 
chosen, because this yields the highest 
fundamental frequency and gives the 
highest possible signal level at the re- 
ceiver, 

The square-wave output signal is 
used directly to drive an LED. Since the 
highest possible light intensity is re- 
quired, this diode is a super luminos- 
ity type (3 cd at 20 mA). 

Switch S; is the send button: it is 
the only operating control in the sys- 
tem. The actuated controller draws a 
current of about 10 mA, which is pro- 
vided by a 3 V lithium manganese bat- 
tery. Since the operating signal is in- 
variably of short duration, the battery 
will have a useful life of several years. 





RECEIVER 
Two Ics fulfil all receiver functions, 
which makes construction a very sim- 
ple affair indeed. 

Some constructors may have ex- 
pected that the well-known tone de- 
coder ic Type NE567 would have been 
used. However, it was found that the 
fsk demodulator/tone-decoder Type 
XR2211 from Exar, IC}, although 
slightly more expensive, has several 
real advantages. 

Where the use of an external volt- 
age regulator is vital in case of the 
NR567, this is not required with the 
XR2211 since it has a regulator on 
board. 

Moreover, the input of the NE567 i: 
not very sensitive, so that a preampli- 
fier is indispensable. Again, this is not 
required with the XR2211 

Even more important is that the 
XR2211 has a wide reception band and 
yet offers good selectivity. In contrast, 
the NE567 has a tendency to react to 
signals in adjacent bands. 

Finally, the quiescent current 
drawn by the XR2211 is only half that 
of the NE567. 

These four points make it clear why 
the XR2211 was preferred over the 
МЕ567. 

The design of the receiver/decoder 
circuit based on IC; follows the stan- 
dard application preference of the 
manufacturers. The tone detector has 
a sensitivity of 2 mV. 

Capacitor Cs, in conjunction with 
the input impedance of the IC, forms a 
high-pass section with a cut-off fre- 
quency of 170 Hz. This filter ensures 
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REY = V23127-A0002-A201 


Figure 1. Circuit dia- 
gram of the controller 
(within dashed lines 
at the bottom left) and 
receiver. When S; is 
pressed, the гер in the 


adequate suppression 
of any interfering 
100Hz components. 
The centre frequency is 
determined by Rz, Ру 








Since the input im- 
pedance of IC, is only 
about 20 КО, it will be 
clear from the forego- 
ing that the collector of 


and Су; in the proto- Controller sends a Тз cannot simply be 

it was set at Stream of red light connected to the input 
3 Preset P, al- pulses at a rate of of the demodulator. 
lows a range of 118 Ни 3-2 kHz to phototran- The two are, therefore, 
to be scanned. Net.  Sistor Ts. linked via a buffer: 


work R3-C; forms a 
lock-detect filter, whose 
time constant is 0.5 s. 

The light-sensitive sensor could 
have been formed simply by a photo- 
transistor (T3) and a resistor. However, 
in the prototype it soon became clear 
that this combination was far too eas- 
йу influenced by ambient light. А par- 
ticular nuisance was created by neon 
lights whose 100 Hz interference was 
not suppressed by the input filter (C2) 
either. 

The solution to this problem is the 
collector load formed by Тү and Tə. 
This network acts as a source of direct 
voltage and very-low-frequency si 
nals. However, at higher frequencies, 
the feedback loop created by Кү and 
Ry is negated by Сү, so that the circuit 
behaves like a high impedance. This 
means that at the transfer frequency 
(3.2 kHz) the phototransistor works 
into a high impedance and has a con- 
sequently high amplification. The re- 
sult is that the 3.2 kHz light pulses are 
magnified, while any interfering low- 
frequency signals have little or no ef- 
fect. 








emitter follower T4. 
The circuit based 
s a retriggerable monostable 
multivibrator (MMV), which ensures 
that relay Re, is always actuated for a 
well-defined period of time. With com- 
ponent values as specified in the dia- 
gram, this time can be set with P5 be- 
tween 0.1 s and 10 s. Ifa slightly longer 
time is felt to be desirable, the value of 
Ry and/or Cg may be increased slightly. 
The terminals of connector Кү are 
in series with the load to be controlled 
(door opener, lamp, or ...). 








CONSTRUCTION 

The printed-circuit boards for the con- 
troller and receiver are produced as 
one and must, therefore, be separated 
before any construction work can be 
undertaken. The combined board is 
shown in Figure 2. 

Populating the receiver board is 
very simple: following the layout in 
Figure 2 should prevent any mistakes. 
The specified relay fits on the board 
without any difficulty; other types 
may require the board to be modified. 

The phototransistor must be 
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The XR2@211 


The Type XR2211 IC from Exar is designed especially for use in 
data communication systems. Typical applications are FSK de- 
modulation, data synchronization, tone decoding, FM detection 
and carrier detection. It can operate from supply lines between 
4.5 V and 20 V. Its frequency range extends from 0.01 Hz to 
300 kHz. 

The IC has an internal phase-locked loop (PLL), which con- 
sists of an input amplifier, an analogue multiplier that functions as 
a phase detector, and an accurate voltage-controlled oscillator 
(VCO). The input amplifier functions also as a limiter: it ensures 
that all input signals above a level of 2 mV rm.s. are raised to a 
constant level. 

The phase detector functions as a sort of digital XOR gate 
whose output contains the sum and difference signals resulting 
from the multiplying of the input signal and VCO output. The sum 
signal is filtered out, while the difference signal (d.c.) is used to 
control the VCO. 


mounted in such a way that when the 
board is fitted in an enclosure, it can 
readily receive light falling on to the 
aperture in the lid of the enclosure. 

The board is intended to be fitted 
in a Model E430BB enclosure from 
Bopla, but other suitable cases may be 
used, of course. 

A photograph of the completed 
prototype board is shown in Figure 3. 

The controller is intended to be fit- 
ted in a Model KM14 key fob case 
from Uni Box. This is a flat case about 
the size of a cigarette lighter—see Fig- 
ure 4. 

It is powered by a 3V lithium 
manganese battery (button type 
20х1.6 mm). This type of battery fits 
exactly into the aperture in the board 
so that its +ve edge makes good con- 
tact with the copper that functions as 
the positive terminal. The -ve case of 
the battery protrudes just a little from 
the component side. Fold a strip of 
thin copper or brass over the battery 
and the edges of the board as shown 
in Figure 4 and solder it to the copper 
at the underside of the board. When 
the case is closed, the battery is auto- 
matically pushed into position. 

The controller case is provided with 
a push-button located exactly over 
switch S4. 

The LED is fitted in the recess on the 
board so that its light beam is emitted 
о through the aperture іп the front of 

the case as shown in Figure 4. 


e 
© 
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Figure 2. The printed- 
circuit boards for the 
controller and receiver 
are produced as one 
and they should, there- 
fore, be cut apart be- 
fore any construction 
work is done. 





The VCO is 
strictly speaking not 
voltage-controlled but 
current-controlled. 
The nominal current 
at 1, is set by a re- 
sistance in the phase 
detector. 

Apart from the 
PLL, the IC has sev- 
eral other functional 
sections. One of 
these is an FSK 
comparator which 
monitors whether the VCO frequency is at, above, or below, f; 
Others are a phase-quadrature detector and a lock-detect detec- 
tor which serve to detect and indicate whether the PLL is locked. 

The IC also has an internal reference voltage source to pre- 
clude its operation being affected by supply line variations. 
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Parts list 


Resistors: 

В, = 220kQ 

Ro = 1 MO 

Rg = 100 2 

R4 = 47 КО 

Rs, Re = 470 КО 


Rio, Rig = 4.7 КО 
P, = 5 kQ preset 
Рә = 1 МО preset 


Capacitors: 

€, = 39 nF* 

Co, Суз = 47 nF* 

Сз = 1 pF, 16 V, radial 

C, = 18 nF*, pitch 5 mm 
Cs, C7, Сур = 100 nF* 

Св = 47 nF* 

Cg, Суз = 10 pF, 16 V, radial 
Сә. Сл = 10 nF, high stability 
C1, = 220 pF, 16 V 

* metallized polyester 





Semiconductors: 

Оу, D = 1N4001 

Dg = LED, red (GLSUR3K1 from 
Sharp) 
(3 cd at 20 mA) 

D4 = BAT85 

T, T2 = BC557B 

Тз = BPW40 (Telefunken) 

T4 = BC547 

Ts = BC337 


Integrated circuits: 
IC, = XR2211CP (Exar) 
ICp, IC3 = TLCSSSCR CMOS 


Miscellaneous: 

K, = 2-way terminal block, 
pitch 7.5 тт 

S, = push-button switch for board 
mounting, Alps Туре SKHCAB. 

Re, = relay Type V23127-A0002- 
A201 (Siemens - available from 
ElectroValue) 

Bt, = 3 V lithium manganese bat- 
tery, button type 20x1.6 mm 

Strip of copper or brass — see text 

Enclosures: controller – UniBox 
KM14 (12x35x70 mm) 
receiver – Bopla Type E430BB, 
available from Phoenix Mecano 
(120x65x40 mm) 

PCB Order No. 960068 (see Read- 
ers' Services towards the end of 
this issue) 





Adjacent to switch S; is a hole 
through which the locking screw for 
shutting the case fits. 

It should be noted that on the com- 
ponent side of the board the flat sur- 
faces of the LED (that is, the cathode) 
and phototransistor (that is, the col- 
lector) are marked by a dash. 


FINALLY 

When the boards have been com- 
pleted and checked thoroughly, the 
controller and receiver should be 
tested functionally. 
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Figure 3. The com- 
pleted prototype re- 
ceiver board fitted in a 
Bopla case. The photo- 
transistor must be ex- 
posed to the outside 
world via an aperture 
in the lid of the case. 


Connect a 9-12 V mains adaptor to 
the receiver. This unit draws a current 
of not more than 160 mA so that vir- 
tually any good mains adaptor will do. 
Using a digital multimeter, check at the 
relevant points whether the voltages 
there correspond with those indicated 
on the circuit diagram. Differences of 
about 10 per cent may be tolerated. In 
case of larger differences, it is advisable 
to check the board thoroughly again. 

As far as the controller is con- 
cerned, once the case is closed and the 
battery is seated correctly, pressing S, 
should result in the LED lighting 
brightly. If it does not, check the board 
thoroughly again. Pay particular at- 
tention to Ry», Күз, and Сүз 

All that remains to be done is the 
setting of the receiver range. This is 
simply done by establishing the two 
positions of the wiper of P, at which 
the relay just still operates when the 
switch on the controller is pressed. Set 
the wiper midway between these two 
positions. As long as the ambient light 
is not too bright, the distance spanned 
by the control system is about 5 m (16 
feet). In case of a bright ambience, the 
distance is only about 2 m (6-7 feet), 
which is still ample for a door opener. 





Figure 4. The com- 
pleted prototype con- 
troller board fitted in 
the specified key fob 
case. The -ve supply 
on the board is linked 
to the -ve terminal of 
the battery by a strip 
of copper folded over 
the edges of the 
board and soldered to 
the copper at the 
track side of the 
board. 
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Last month's article 
gave a quick preview 
of SPICE. This is fol- 
lowed this month's by 
a close look at a 
common-emitter am- 
plifier and, based on 
this, an illustration of 
ways of putting data 
into a SPICE simula- 
tion and getting data 
from it. 


By Owen Bishop 
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HANDS-ON 
ELECTRONICS 


a short course in circuit simulation 


H Part 23--+-+ 
Ins and outs of SPICE 


COMMON-EMITTER 
AMPLIFIER 

The common-emitter amplifier in Fig- 
ure 8 was designed to operate on 9 V 
with a quiescent output voltage of 
about 4.5 V and to pass signals in the 
audio range (30 Hz -20 KHz). Select the 
BJT transistor first, clicking on Compo- 
nent > Analog Primitives > Active 
Devices > NPN. Before placing the 
transistor in the centre of the screen, 
use the right mouse button to turn it 
the right way up. When it is placed, 
the Component window asks for its 
MODEL. Select 2N2222A from the panel 
on the right. Check the Display Box 
The remainder of the circuit is assem- 
bled as described last month; for V1, 
VALUE = 9; for V2, VALUE = SIN (0 0.02 





500 0 0). This is a 500 Hz sine wave, 
amplitude 0.02 V, offset 0 V, zero decay, 
zero phase delay. То see the specifica- 
tion of the transistor, click on the small 
button at the bottom right of the 
screen. This displays the Text Screen on 
which is the .MoDEL definition for the 
transistor 

MODEL 2N2222A NPN (15= 
168.002 ... ) 
A is the model name, NPN is its 
type, and the brackets contain a list of 
its parameters. The first two indicate 
that the saturation current Is is 
8.57646 pA, and the forward gain f, is 
168.002. There are 21 other parameters, 
all of which are used, along with state 
variables (relevant network voltages 
and currents), in a set of equations by 









DC Operating Point Values 
DC Operating Point Voltages 
Node Voltage Node Voltage Node Voltage Node Voltage 


3 1.06 4 1.66 


Bipolar Junction Transistors 


1 9 2 4.3 
5 о 6 о 
о1 

тв 1.283-005 

тс 1.04e-003 

VBE 6.07e-001 

vec -2.64e+000 

VCE 3.25e+000 
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which the syr is mod- 
elled and its behaviour 
predicted. Now we look о 
at some the output data С 3 
that can be obtained 

from this amplifier. 


DC ANALYSIS 

Click on Analysis > ос Analysis to 
obtain the Dc Analysis Limits win- 
dow. Input 1 Range of 10, 0, 0.5 is al- 
ready displayed and is satisfactory. 
For Input 1, enter V1, the d.c. source. 
Check the Auto Scale Ranges box. As 
the d.c. source is swept from 0 V to 
10 V, we will plot two variables, the 
emitter voltage at Node 3 and the col- 
lector current. Accordingly, the first 
plot has X Expression v(1), and Y Ex- 
pression v(2), while the second plot 
has X Expression v(1) and Y Expres- 
sion i(R1). A 1'іп each of the P boxes 
causes both plots to be made on the 
same grid. In the resulting plot, it is 
seen that v(3) rises with increasing 
v(1) but the current appears to be 
zero. This is because the current is 
being plotted on the same scale as 
v(3) but, as it is only a few milliamps, 
there is no discernible change. One 
way to display the current effectively 
is to change its Y expression to 
i(R1)*1000. This multiplies it by 1000 
before plotting, The result of this is a 
pair of curves that are almost coinci- 
dent, since v(3) = i(R2) x R2 = i(R2) x 
1000 = i(R1) x 1000. Another way of 
displaying the current is to plot it on 
a separate grid. Leave the '1'їп the P 
box in the first line, but enter a '2 in 
the P box of the second line. Now we 
obtain separate plots on appropriate 
scales (Figure 9). The graphs show 
that when the supply voltage is 9 V, 
the collector voltage is close to 4.5 V 
and the emitter current is 1 mA, as 
specified in the original design. 








TRANSIENT ANALYSIS 

In the Transient Analysis Limits win- 
dow, key in 10 m as the Time Range, 
10 u as the Maximum Time Step, and 
check the Operating Point Only box. 
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Тоо 


SPICE always deter- 
mines the d.c. operat- 
ing point as the first 
step in an analysis. It 
sets the initial values 
on which a Transient Analysis is based. 
Here we have asked it to determine 
the operating point and then stop. No 
graph appears when we Run the 
analysis. The results we have asked for 
are displayed in the Numeric Output 
window. Display this by clicking on 
the 3rd button in the middle row. А 
table of results is displayed as shown 
at the bottom of the previous page. 
These are the quiescent values to 
which the node voltages will settle in 
the absence of an input signal. In par- 
licular, the emitter voltage is 1.06 V, in 
agreement with a 1 mA emitter cur- 
rent, and the base voltage is 1.66 V, giv- 
ing a 0.6 V base-emitter drop. Having 
been satisfied that the circuit has a cor- 
rect quiescent state, click on Transient 
> Limits, then deselect Operating 
Point Only, and select Operating Point 
and also Auto Scale Ranges. In this 
transient analysis, we look at input 
and output voltages, by plotting two 
graphs on one grid. Both P boxes con- 
tain '1'. The X Expressions are both 'Т' 
(for 'time') and the Y Expressions are 
v(6) and v(5) respectively. The plot 
shows v(5) as a sine wave, amplitude 
2.55 V (use the Vertical 
Measure mode, top 
row, button 6), 180* out 





Figure 9. Current 
given moment plots on different 
with a degree of Seales. 


precision. The Ver- 

tical and Horizon- 

tal Measure modes 

are very helpful but, for the most ac- 
curate results, we use a table of the ac- 
tual values from which the graphs are 
plotted. To obtain this, enable the Nu- 
meric Output mode by clicking on the 
Ath button in the row to the left of the 
P box. Decide on how many points аге 
required (say 200) and enter this in 
Number of Points. Run. After the 
graph is plotted, click on the Numeric 
Output button (3rd button, middle 
row). The DC Operating Point data is 
displayed as before, followed by tran- 
sistor voltages and some of its para- 
meters, Then comes a table of voltages 
against time for all 200 points in the 
Time Range. This data can be printed 
out or saved to а file, or you can copy 
it out by hand if you need just one or 
two points. 





AC ANALYSIS 

Use this to find the response of the 
amplifier at different frequencies. The 
first thing is to edit V2 to include its 


mu, 
frequencies. 


а.с. parameters, v 
value = AC 0.02 
0. We have given 
the swept signal 


y) at t 











of phase with v(6). We 
have specified the am- 
plitude of v(6) to be 








0.02 V, so the amplifier 
gain is 2.55/0.02 = 12.6. 
Again, v(6) is too small 
to show clearly on the 
same scale as v(5). Ei- x 
ther multiply v(6) by a 
factor such as 10, or plot 
them on two grids. 
Graphs give a useful 
overall view of the 
waveforms but some- ia 
times we might wish to 
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know the voltage at a 
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the same amplitude аз in the previous 
tests. In the AC Analysis Limits win- 
dow set the Frequency Range to 1E7, 
10, which means from 10Hz to 
10 MHz. Only a single graph is re- 
quired so, if the P box of the second 
row contains a '1', replace it with a 
blank. For the graph plot output volt- 
age, v(5), for the Y Expression against 
frequency (F for the X Expression). The 
result is Figure 10 which shows maxi- 
mum output between 800 Hz and 
200 kHz, rolling off at frequencies 
below and above this range. Alterna- 
tively, you could plot gain v(5)/v(6) 
against frequency and obtain a graph 
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of the same shape. It is more usual to 
plot gain on a decibel scale, for which 
the Y Expression is db(v(5)/v(6)). At the 
same time, as a second graph (a 2' in 
the P box), we plot the phase of the 
output signal relative to the input sig- 
nal enlering the Y Expression as 
ph(v(5)/v(6)). The result is Figure 11, 
which is displayed in Cursor mode. 
The signal level is 42.5 dB for most of 
the frequency range, 
falling to 3 dB less than 





Figure 11. Amplifier re- 


—180°оуег a large part of the audio 
range (1 kHz to 20 kHz), decreasing to 
-105° at 30 Hz. This is a reasonably 
even phase response. 


SPICE NETLIST 

An alternative way of entering a circuit 
is to type in a SPICE netlist. Some users 
may find it easier to do this than to 
manipulate the symbols, names and 
values of the Schematic. The netlist 
does not present such a clear picture 
of the connections between compo- 
nents but I, for one, find a netlist much 
easier to edit than a schematic. In the 
first column, for example, is the netlist 
of this month's circuit: 

The title line begins with an asterisk so 
that it is ignored by spice, Next come 
the Element Statements which is a list 
of components, the nodes to which 
they are connected, and their values. 
From this we see, for example, that d.c, 
source V1 is connected to nodes 1 
(positive first) and 0 and its value is 
9 V, V2 is connected to nodes 6 and 0), 
and its operation is defined as we have 
previously noted. A вт transistor is 
coded as О in spice, then follow the 
nodes to which its collector, base and 
emitter are respectively connected. 
The model name QONE is an arbitrary 
name referring to the model statement 
later in the list. The model statement 
begins with мор, followed by 
model name (QONE), NIN to indicate its 
type, and then a list of parameters. It 
is not necessary to assign values to all 
40 parameters because default values 
are used for those left undefined. Here 
we make the forward gain 150, base 
resistance 120 Q, forward Early voltage 
105 V and the capacitance of the base- 
collector junction 5 pE The .TEMP Con- 
trol statement sets the running tem- 
perature to any chosen value, 20°C in 
this example instead of the SPICE stan- 
dard temperature of 
27°C. The statement 






































this at 65 Hz. It is nec- sponse on a decibel „OP directs SPICE to per- 
essary to aller Cj to | scale. The lower graph огт a d.c. operating 
make the -3dB point shows the phase of the point anal This is 
at 30Hz. Phase is output signal vs that of virtually an essential 


the input signal. 
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preliminary to a Transient Analysis, as 
explained above. The statement .TRAN 
10E-6 0.005, asks for a Transient Analy- 
sis, sampled at 1 us intervals for 0.005 s 
(5 ms). The .PLOT statement asks for the 
values of v(5) to be plotted. Finally, the 
-END statement is a mandatory part of 
any SPICE netlist. 

This netlist can be typed directly 
into МС5. Run МС5 and, when the 
opening window appears, click on File 
New > Spice/Text > OK > type in 
netlist. Or type the netlist in with a 
word-processor such as MS Works, 
then copy it to the Clipboard. Run 
МС5 as above and, after OK, click on 
Edit > Paste. Click on Analysis > 
Transient Analysis. The Transient 
Analysis Limits window appears with 
the Time Range already set to 0.005 
and the number of points set to 501 
(equivalent to 1 us intervals), The tem- 
perature is already set to 20°С and the 
Operating Point box already checked 
Run the analysis to obtain the plot. If 
you click on the Numeric Output but- 
ton, you see the d.c. analysis similar to 
that described earlier. Click on Tran- 
sient Exit Analysis to return to the 
netlist display, which you can then edit 
or extend. There is no space here to go 
further into the details of SPICE netlist 
syntax, but enough has been shown to 
demonstrate this alternative way of 
making input to MCS. 



































INVESTIGATION 2 

The amplifier was intended to pass 
audio frequencies above 30 Hz, by 
which we mean that the output am- 
plitude at 30 Hz should be no more 
than 3dB below its maximum at 
higher frequencies. Instead, it is about 
7.5 dB. down, giving a loss of bass 
tones. Find out what change must be 
made to the capacitance of one of the 
capacitors to give a roll-off of -3 dB at 
30 Hz 








INVESTIGATION 1 
(ANSWERS) 
Last month's circuits are repeated in 
Figure 12. Circuit (a) demonstrates the 
charging and discharging of a capaci- 
tor by a constant voltage source. It is 
tested with a 1 V pulse starting at = 
1 us and ending at t = 14 pis. As soon 
as the pulse begins, the p.d. across the 
capacitor, v(2), rises exponentially to 
1 V, according to the equation т 
v(1-e-!/C), where v is the pulse height 
= 1 V. When the pulse ends, v(2) falls 
exponentially from 1 V to 0 V accord- 
ing to the equation v, = w(1 + ет). 
In circuit (b), when the source is a 
1 kHz sine wave, amplitude 1 V, the 
signal across the capacitor is a 1 kHz 
sine wave, amplitude 0.074 V, lagging 
90° behind the source. At 1 kHz, the 
impedance of C, is 1/2n/C = 79.6 КО, 
In series with R, this forms a potential 
divider, total resistance 1079.6 КО. The 
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proportion of the source voltage (1 V) 
developed across C, is 1*79.6/1079.6 = 
0. 074 V, as found in the analysis. Note 
how the average value of the wave- 
form across the capacitor gradually 
drops; on the first upward swing of V1 
the p.d. across the capacitor swings up 
to 0.74 V, giving an offset of 0.37 V. But 
gradually this charge leaks away, the 
average value (or offset) becoming 0 V. 

At the beginning of the pulse in cir- 
cuit (c) the sudden rise in p.d. across 
the inductor induces an equal and op- 
posite e.m.f Figure 13), but when there 
is no further change in p.d. from the 
source, there is no induced e.m.f. and 
the p.d. across the inductor falls. Con- 
versely, a sudden fall of p.d. at the end 
of the pulse induces a negative spike, 
and again the p.d. gradually falls to 
zero. With larger inductors there is a 
slower return to zero so that, for 
200 mH or more, the p.d. across the in- 
ductor almost follows the pulse. With 
smaller inductors there are smaller, 
short-lived spikes. 

Circuit (d) illustrates several fea- 
tures of a resonant circuit. With com- 
ponent values as specified, the 
nant frequency is 1/{2mv(ic)} = 
35.6 kHz. On the a.c. analysis plot of 
the inductor p.d.,v(3), against fre- 
quency, there is a sharp peak at this 
frequency, The peak reaches 18.2 V. 
The voltage falls to zero at lower fre- 
quencies and to 1 V at higher fre- 
quencies. Increasing R, reduces the 
height of the peak (dampens the re- 
sponse); if R is 5 КО or more the peak 
disappears and then the plot takes the 
form of the output of a high-pass filter. 
As expected from the equation, in- 
creasing C, or increasing L, both re- 
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duce the resonant frequency. 

Figure 14 explains how it is possi- 
ble for the p.d. across the inductor to 
rise to 18.2 V or even higher (it rises to 

60 V 


Figure 13. A sudden 
rise in p.d. across an 
inductor produces an 


equal but opposite 
e.m.f. 
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Figure 12. Repeat of 
Figure 5 in Part 1: a 


when the inductance is number of circuits for nents. It is possible to 
1H) although the analysis by the reader. model such happen- 
source amplitude is ings but this has not 


only 1 V. The waveform 
across the capacitor lags 90° behind the 
source but the waveform across the in- 
ductor leads the source by 90°, Conse- 
quently, the capacitor and inductor 
waveforms are 180° out of phase and 
largely cancel each other out, instant 
by instant. 

igure 14 also shows the amplitude 
of both waveforms is gradually in- 
creasing. This is because, at each cycle 
of the source, a little energy is fed into 
the circuit, Since the swings in p.d 
across the capacitor and inductor а 
of the same frequency as the source, 
the energy in the circuit (in the form 
of electric charge on the capacitor, or 
magnetic field in the inductor) in- 
creases. A real circuit would reach an 
equilibrium in which the energy 
added each cycle would be equalled 
by energy escaping from the capacitor, 
inductor and resistor in the form of 
heat. This feature is not modelled in 
the spice circuit and so the voltage 
swings quickly reach amplitudes 
which would destroy real compo- 

















been done in these 
analyses. This is a reminder that a sim- 
ulation models only those aspects of 
reality that are written into it. If it is 
not programmed intelligently, it may. 
sometimes give false results. 
Incidentally, the two curves in Fig- 
ure 14 are distinguished by marking 
one of them with tokens. This is done 
automatically by clicking on the 4th 
button from the right in the bottom 
row. This feature is useful if graphs are 
to be reproduced in black-and-white, 
as in a book or magazine. 
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Figure 14. Illustration 
of how a p.d. across 
an inductor can rise to 
many times the level of 
the source voltage. 
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The converter de- 
scribed in this article 
is, technically speak- 

ing, state-of-the-art as 
far as analogue-to- 
digital conversion is 
concerned. It offers a 
true resolution of 20 
bits, is of superb 
quality and has sym- 
metrical inputs. In 
short: it is difficult to 
imagine a better con- 
verter for quality-con- 
scious sound engi- 
neers than the pre- 
sent one — and cer- 
tainly not at the price. 


Design by T. Giesberts 


f 44 





The circuit is based on a Type CS5390 
integrated stereo analogue-to-digital 
converter (ADC) from Crystal, which is 
currently taken as the quality standard 
and is used in much professional 
equipment. It uses X64 oversampling, 
contains a phase-linear digital anti- 
aliasing filter, and has a dynamic range 
of 110 dB. It is pin-compatible with the 
18-bit Type CS5389 ic. 

The converter stage is preceded by 
an elaborate analogue input amplifier, 
whose outstanding property is its abil- 
ity to accept symmetric as well as 
asymmetric signals. The quality of this 
amplifier can be improved even more 
by the use of rare (expensive) opera- 
tional amplifiers. 

The coding and sending of the con- 
verted audio data is effected with the 
aid of a Type CS8402A integrated dig- 
ital audio interface. This 1C is used in 
the same configuration as in the ‘sam- 
pling rate converter’ published in the 
October issue of this magazine. 

The amplifier has an electrically iso- 
lated s/PDir output, but there is also 
provision for an optical output. 


SYMMETRIC INPUTS 
Attaining a true resolution of 20 bits 
places a heavy demand on the circuit 





designer, whose ingenuity is taxed 
from the inputs onwards. 

If optimum use is to be made of the 
symmetric inputs of the CS5390 (ІС;), 
the input amplifier and source signals 
must also be symmetric. Since, how- 
ever, many users do not work with 
symmetric signals, the converter must 
also be capable of processing asym- 
metric signals. 

Such considerations have led to the 
converter being given a fairly complex 
input ci 
its capability of proce: 
as well as single-ended signal without 
the need of switching. In the circuit di- 
артат in Figure 1, the circuit for the 
left-hand channel consists of op amps 
IC,-1IC; and that for the right-hand 
channel of op amps IC,-IC,. Other- 
wise, the channels are identical. 

The following discussion is based 
on the left-hand channel; components 
in the right-hand channel are stated in 
brackets. 

Input socket Ку is followed by at- 
tenuator R4-R4 (Ry2-Rjs), which is nec- 
essary for presetting the input stage, 
particularly in case of asymmetric sig- 
nals. Op amps IC; and IC, (IC, and 
ICs) are arranged as x10 amplifiers 
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Figure 1, The circuit 
consists essentially of 
four sections: the ana- 
logue input amplifier, 
IC}-ICg; the ADC 
proper, IC;; the output 
interface, ІС 10; and the 


with an input sensitivity of 1 Vays. 
When an asymmetric signal is input, 
the inverting (-) input of the op amps 
is grounded, which disturbs their set- 
ting. However, the consequent imbal- 
ance of the signals is corrected imme- 
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diately by ICs (IC,) with an accuracy 
of no less than +0.08 dB. 

The quality of the op amps used is, 
of course, of paramount importan 
the Type AD711 from Analog Dev 
in the IC, and IC, (IC, and 1С) posi- 
tions was found to give very good 
performance. In the IC; (IC,) position, 
a standard TLO71 (which is far less ex- 
pensive) was found to be perfectly sat- 
isfactory. In any case, this latter 1C has 
no role to play in the case of symmet- 
ric signals, while with asymmetric sig- 
nals it is just part of the feedback loop 
where it has far less effect on the sig- 
nal quality than the earlier mentioned 




























op amps. 

If superlative performance is re- 
quired, use Type OPA627 chips in the 
IC,-IC; (IC,-1C;) positions. Bear in 
mind, however, that these ICs are 
about ten times as costly as an AD711. 


CONVERSION 

Full data of the Type CS5390 д-р con- 
verter (ІС), as well as its internal block 
diagram, are given in the data sheets 
elsewhere in this issue. 

Schottky diodes О-О and zener 
diodes Юу and Dj) protect the 1c 
against excessively high input signals. 
The Schottky diodes protect against 
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The prototype was, of course, tested 
thoroughly, including FFT analyses of 
the output data of the converter chip 
for which the total harmonic distortion 
(THD+N) at 1 kHz was calculated in 
the digital domain. This gave the fol- 
lowing results: 


DEM 
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Input level THD+N 
оов <-97 dB 
- 3d8 <-100 dB 
-6dB «-99 dB 
-9dB «-96 dB 

= 1208 <-93 dB 
= 15 08 <-90 dB 





















































The same calculation was carried 
out at 7 kHz, since the 3rd harmonic 
of this falls just within the range of the 
digital filter. The differences with the 
results obtained at 1 kHz were negli- 
gible. 

As the test results show, the manu- 
facturers' stated dynamic range of 
110 dB was, in practice, just not at- 
tainable. This is partly because of the 
x10 amplification in the input ampli- 
fiers and the consequent higher sen- 
sitivity. When the ratio of the input level 
(in dB) is added to the THD+N value 
(in dB), the noise level is effectively 
105 dB below full scale. This changes 
only when the input signals exceed 
-6 dB. However, from that point on, 
there is a noticeable increase in dis- 
tortion. Note that distortion here 
means deviations of the order of not 
more than 5x 10-6! 

In any case, since in digital record- 
ing the normal headroom is 12 dB, it 
may be assumed that for average sig- 
nal levels the distortion produced by 
the A-D converter is negligible. 

The frequency spectrum of two FFT 
analyses is shown. Figure A is mea- 
sured with a signal of 0 dB and Figure 
B with one of -12 dB. To recover the 
7th and 9th harmonics from the noise, 
four measurements were carried out 
in each case. At an input level of 
-12 dB, there was no trace of any har- 
monics. 

To satisfy the curiosity of some 
readers, the frequency spectrum with 
shorted input was measured: the re- 
sult is shown in Figure C. This shows 
a virtually Gaussian distribution with- 
out any remains or effects of clock in- 
terference, supply ripple or other pos- 
Sible sources of interference. 
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latch-ups, while the zener diodes limit 
an increase in the supply voltage in 
case of overdrive. The latter is vital, be- 
cause the maximum permissible sup- 
ply voltage for the CS5390 is +6 V. 

The value of series resistors Roy and 
Ra; (Ros and Rog) ensures optimum 
source impedance for IC; 

Parallel capacitor C2; (Cog) must be 
a close-tolerance type, since it sup- 
presses r.f. noise caused by the over- 
sampling. It is, as it were, comple- 
mentary to the digital filter, since the 
suppression range of this does not ex- 
tend into the r.f. bands. 

As far as the operation of IC; is con- 
cerned, it is best to treat it as a black. 
box, into which analogue signals are 
pumped and from which digital sig- 
nals are extracted. According to the 
manufacturers’ data, the chip uses 
delta-sigma modulators with x64 о 
sampling for the conversions. The 
modulators are followed by a digital 
filter, whereupon the sampling fre- 
quency is reduced to 48 kHz. Because 
of the very high oversampling rate, a 
separate anti-aliasing filler is not re- 
quired 

Most of the remaining circuitry, ex- 
cept the reset circuit connected to the 
digital power down (ppp) input, and 
jumper JP), sei to decouple the 
power supply and reference voltage 
lines. 

When switch S; is pressed, network 
Rog-Cy) and Schmitt trigger ICy, pro- 
vide a 1s long positive pulse at the 
оро input. This results in an overall 
reset of the entire digital section of IC;. 
After the pulse has decayed, an offset 
calibration cycle is started automati- 
cally. During this cycle, the offset in ei- 
ther channel is measured and de- 
ducted from the sampling values. It is 
ssible to start this calibration at 
yy desired moment, without having 
to switch the entire converter off and 
then on again, simply by pressing S». 
In other words, this design makes pos- 
sible a conversion without having to 
worry about any offset voltages, which 
for certain applications is of vital im- 
portance. It should be borne in mind 
that each and every cold start results 
in a (small) drift of any offset voltage 
in both the converter chip and the 
input amplifiers. 

The level at the ACAL input deter- 
mines whether the offset is measured 
in the input amplifiers or not. If this 
input is grounded via JP}, the offset 
in the input amplifiers will be mea- 
sured. In this case, there must be no 
input signal to the amplifiers, since 
that may Jead ta measurement errors. 
If ACAL is linked to DCAL via ЈР, the 
offset in the input amplifiers is ig- 
nored. Note that the output of DCAL 
remains high for 4096 clock pulses 
after рро has gone low. 

By means. of the logic level at 





















CMODE, the serial output interface of 
IC; enables the value of the requisite 
ICLKD clock, which has been fixed for 
an output word rate — OWR — of 
48 kHz, to be determined, In the pre- 
sent design, CMODE is permanently 
low, which results in a clock frequency 
of 256 хомк = 12.288 MHz. 

The level at smoDE determines 
whether the 1С operates in a slave 
mode or a master mode. A high level 
at this terminal results in SCLK, FSYNC, 
and L/R functioning as outputs whose 
level is derived from ICLKD by internal 
dividers. 

The 20-bit samples in 2-comple- 
ment code are available at output 
SDATA. 

The clock generator is а module 
containing both the crystal and the 
requisite active circuitry. This arrange- 
ment saves space and also minimizes 
the risk of rf. interference. 

The converted data at the output of 
IC; are applied to output socket Ky via 
stoppers Ёзу-Кз and the output cir- 
cuit. The timing of the data is nearly, 
but not quite, 25 compatible: it lacks 
an inverted t/R signal, but this is pro- 
vided by ICgy. 














OUTPUT 

The general 125 output is taken from 
Ky. A miscellany of signal-processing 
equipment (for volume control, tone 
control, interface for test purposes, and 
so on) may be connected to this socket. 
The output is also well suited for 
ceiving the ‘digital vu meter’ (a special 
test instrument for digital audio sig- 
nals, fitted with a double 30-segment 
LED bar and digit displays) de- 
scribed in the April/May 1996 issues of 
this magazine 

Short-circuiting JP; links the 45 V 
supply line to Ky, which is usable if the 
equipment connected to the socket 
draws a current of not more than a 
few milliamperes. In all other cases, 
the equipment must have its own 
power supply, 

There is, of course, an s/PDiF output, 
For this, use is made of the same digi- 
tal audio interface transmitter (IC jy) as 
used in the ‘sampling rate converter’ 
described in the October 1996 issue of 
this magazine. The most significant 
channel-status bits of this 1С are set 
with octal pir switch S}. 

Apart from coaxial output K3, an 
optical output is provided by IC} 1. 











POWER SUPPLY 
Since the power lines to the digital and 
analogue sections of the circuit must 
be isolated, two separate mains trans- 
formers are used: Tr» for the analogue 
section, and Tr; for the digital section. 
The output of Tr» is rectified by Ву, 
smoothed by a number of electrolytic 
capacitors, and regulated by IC} and 





ICs, The resulting +12 V output is 
used to power the input amplifiers, 
and also to provide the +5 V lines for 
the analogue circuits in IC>, The +5 V 
lines are regulated by ІС and IC, 

The output of Tr3 is rectified by By, 
smoothed by several electrolytic ca- 
pacitors, and regulated by 1С, re- 
sulting in a single-ended supply line 
of +5 М 

The only link between the two sup- 
ply lines is JP3, which commons their 
earth returns. 

The supply lines are copio 
coupled for rf, Also, the arms of the 
bridge rectifiers are shunted by anti- 
rattle capacitors, while the electrolytic 
buffer capacitors are without exception 
shunted by 100 nF ceramic capacitors. 











PRINTED-CIRCUIT 
BOARD 

The converter is best built on the 
printed-circuit board shown in Fig- 
ure 2, This board is through-plated an 
double-sided and has, at the compo- 
nent side, two large earth planes, one 
each for the analogue and digital cir- 
cuits. 

The board consists of two distinct 
parts: that for the power supply 
(shown in dashed lines in Figure 1) 
must be cut off and built up indepen- 
dently, Not all mains transformers may 
fit neatly on the supply board, which 
must then be adapted accordingly. The 
+12 V and +5 V lines must be linked 
to the corresponding terminals on the 
converter board via flexible circuit 
wire. None of the voltage regulators 
needs a heat sink. 

Populating the converter board is 
fairly straightforward but, in a quality 
unit such as the converter, the utmost 
care must, of course, be observed in 
the work. Whether or not IC sockets 
should be used is immaterial: from a 
technical point of view it is better to 
solder the ics directly to the board, but 
some less-experienced constructors 
may prefer to use sockets 

All constructors are advised not to 
scrimp on the components. A fair 
number of 1% resistors, as well as 
quite a few close-tolerance polystyrene 
(not cheap) capacitors, are used, Fur- 
thermore, high-quality types of socket 
must be used for Ky-K3, 

Output transformer Tr, is a DIY 
component, wound on a toroidal core 
Туре G23FT12. Wind the primary, 
consisting of 20 turns of 0.7 mm dia. 
enamelled copper wire, evenly spread 
over the core, first. Leave some space 
al the centre of the winding, where the 
two-turn secondary (same wire) is 
laid. This is exactly the same trans- 
former as used in the ‘sampling rate 
converter’ published in the October 
1996 issue of this magazine. 

Using heavy-duty wire, short-circuit 
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Figure 2. The double- 
sided, through-plated 
printed-circuit board 
consists of two sec- 
tions: one for the power 
supply and the other for 
the digital and analogue 
circuits, The board is 
intended to be cut into 
two. 


the two terminals of wire bridge JP. 

With JP, in the right-hand position 
(pin 5 of IC; to ground), the offset of 
the input amplifiers is measured dur- 
ing the automatic calibration; with JP) 
in the left-hand position (pin 5 linked 
to pin 9), this is not done. 

If the equipment connected to Ky 
can be powered by the converter (cur- 
rent drawn by it no more than a few 
mA), the +5 V line is linked to Ky via 
wire bridge JP». 

When both boards have been com- 
pleted, a thorough check (consulting, 
the circuit as well as the parts list) is 
recommended. Also, compare the 
boards with the photograph of the 
completed prototype in Figure 3. 


INITIAL TEST 
Connect 2.2 КО resistors to each of the 
outputs of the supply board 

Connect the mains to terminal 
block Ks via a suitable mains cable, 
whereupon on/off indicator Dj 
should light. 

Using а good multimeter, check the 
output voltages of the power supply. 
If all potentials are what they should 
be, the 2.2 КО resistors must be re- 
moved from the supply board outputs, 
which should then be linked to the rel- 
evant terminals on the converter 
board. 





ENCLOSURE 

When all has been found in order, the 
converter should be fitted in a suitable 
enclosure. The only restrictions on the 
choice of this are that it must be of 
metal and large enough to house the 
converter and its power supplies, 


Parts list 


Resistors: 

Ry-Ra, Ryo-Ris = 7.87 KO, 1% 
Rs, Rg, Але, Rig = 1.10 КО, 1% 
lg; Ву, Вә, Rio: Ву, Ryg, Rao, 

В; = 10.0 kO, 1% 
Ras. Raz = 100 КО 
Rog-Rag = 39.2 0, 1% 
Агу = 5110 
120kQ 
Rog = 100.2 
Rag-Ra = 47 2 
Ras = 10 КО octal array 
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Ras = 2700 
Вз; = 750 

Rog = 8.2 kQ 
Rag = 4.70 
Rap = 2.2 KO 





nductors: 
ЦА; = 47 uH 


Capacitors: 

C4-C4, Суа-Сүу = 100 pF, 63 V, poly- 
styrene, radial, pitch 7.5 mm 

©». Ce: Сув, Слз = 47 pF. 160 V, poly- 
styrene 

















Cy: Ого = 120 pF. 160 V, polystyrene 

Са-С\з, C21-C26, Сга, Can, Caa, Cag, 
Сзв-Сзв. Сао, Case, Саа, Сав. Cag- Coo, 
ios Den Gen Cs Dor Cast Cán Doo 
C73 = 100 nF, ceramic 

Cay, Cog = 6.8 nF, 63 V, 1%, poly- 
Styrene, radial, pitch 7.5 mm 

Cao = 100 HF, 25 V, radial 

C33, Cas, Cag, Саз = 1 HF, 35 V, tantalum 

Cay, Съ, Соо. Css, Cse, Сов. Cen: Coa, 
Cro = 100 63 V, radial 

Cag = 47 uF, 25 V, radial 

Cap, Cer-C7o, Cos Cg = 47 ПЕ ceramic 

Ges, Cag = 470 HF, 25 V, radial 
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C74 = 1000 uF, 16 V, radial 


ISemiconductors: 

D,-Ds = BATS 

Озо = LED, low current 

D11. D42 = zener diode 5.6 V, 1.3 W 

В;, Ba = B80C1500 right-angled bridge 
rectifier 


Integrated Circuits: 

IC}, IC2, IC4, ICs = AD711JN (Analog 
Devices) 

IC3, ICg = TLO71CP (see text) 

IC; = CS5390-KP (Crystal) 


ICg = oscillator module, 12.288 MHz 
(Seiko Epson Туре SG51P) 

ICs = 74HC14 

IC,9 = CS8402A (Crystal) 

IC, = TOTX173 (Toshiba) 

1С;2, IC, = 7805 


Сиз = 7905 
Су = 7812 
IC,s = 7912 


Miscellaneous. 
JP, — 3-way pin header and jumper 
ЈР = 2-way pin header and jumper 
JP3 = wire bridge 


Kı, Ka. Kg = phono socket for board 
mounting 

K4 = 10-way box header 

Ks = 3-way terminal block (for accept- 
ing 3-wire mains cable), pitch 7.5 mm 

S; = octal DIP switch 

52 = single-pole push-button switch 

Tr, = see text 

Tra = mains transformer 2x15 V, 4.5 VA 

Tra = mains transformer 1x9 V, 1.5 VA 
PCB, Order no. 960110 
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Figure 3. The com- 
pleted prototype 
boards. Although 
the photograph is 
small, it may be 
seen that Type 
OPA627 circuits are 
used in the IC,-ICg 
positions. 


Wiring up the unit is simple, but 
the best way is to fix the converter in 
such a way that output sockets Кз and 
IC}, protrude through the rear panel 
of the case. 

Next, fit sockets Кү and К; and link 
these with screened cable to the input 
terminals of the converter board. 

Fit a mains entry, preferably with 
integral on/off switch, to the rear panel 
of the case and link this via a length of 
suitable mains cable to Ks. If the on/off 
switch is preferred on the front panel, 
insert it in series with the mains entry 
and K5, 

The only other operating controls 
on the front panel are orvoff indicator 
Do and reset push-button switch $5. 

To obtain maximum benefit of the 
screening of the metal enclosure, it 
should be linked at a single point to 
the ground of the converter and 
power supplies and to the mains earth 
This is best done with a small bolt, nut, 
washer and solder tags fitted to a suit- 
ably drilled hole in the bottom of the 
enclosure. Wire bridge JP; may also be 
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used for commoning the earths. 
Finally, consult the Safety Guide- 
lines elsewhere in this issue. 


APPLICATIONS 
The converter is suitable for use in a 
wide range of applications in which 
analogue-to-digital conversion of the 
highest quality is needed. One possi- 
ble application is its use as an upgrade 
for a DAT recorder (no longer in pro- 
duction), which is straightforward 
thanks to its symmetric inputs. Where 
the necessary equipment exists for 
mixing at digital level, several con- 
verters may be used to make a master 
recording with only one paT recorder. 
Another use is in combination with 
the ‘sampling rate converter’ men- 
tioned before. Such a combination 
would make it possible, for instance, to 
make analogue recordings with a sam- 
pling rate adapted to the ср standard. 
In principle, that may also be done 
without a sampling rate converter, but 
then the clock of IC; must be altered 
to 11.2896 MHz: this would give a 
sampling rate of 44.1 kHz. However, 
the published ‘sampling rate con- 
verter’ offers the possibility of con- 
verting the 20-bit data into a 16-bit for- 
mat, whereby, through psycho- 
acoustic noise shaping, a resolution of 
18 bits is attained. 


960110) 





In passing 


What progress? 


After much discussion, we had finally 
convinced our managing director that we 
urgently needed a new, faster computer 
for communicating over the Internet. 
The 386 unit to be replaced was, in spite 
of the Windows 95, a lame duck. 

When the new 150 MHz pentium 
computer finally arrived, we coud not 
wait to get going on it. Alas, our joy did 
not last very long. After all connections 
were made and the mains switched on, 
all that worked was the internal fan. The 
computer itself remained dead. Now 
what? Of course, there is such a thing as. 
a guarantee, but as engineers ourselves, 
we wanted to find out what was wrong, 
So, the case was opened and what did we 
find? The VGA card was suspended 
somewhere above the PCI connector it 
should mate with. A further check re- 
vealed that the cover of the card was not 
in the correct position, so that the card 
could not be pushed far enough into the 
PCI connector When all this was 
righted, hurray! The PC worked. 

The supplier had installed Windows 
95 on to the hard disc, but he had prob- 
ably never heard of cluster sizes. The en- 
tire 1.6 GB hard disc consisted of one 
partition! So, we arranged the disc in 
three partitions and reinstalled the soft- 
ware. After Windows had been rein- 
stalled, the drivers for the VGA card also 
had to be reinstalled. Not so difficult, 
you might think, since there was an in- 
stallation for Windows 95. This worked 
all right, but the utility for setting the 
image frequency (which was there origi- 
nally) could not be found, But we had 
selected the correct video processor ac- 
cording to the manual and the floppy. 
So, we installed the DOS utilities, which, 
strangely enough, were on another floppy 
that was, according to the instructions, 
intended for OS/2. The utitlity we 
wanted could not be found. By now very 
suspicious, we looked again and found 
the Windows drivers for this card on a 
CD-ROM containing all sorts of demo 
for the VGA card. When these were 
tried, they proved to be for a different 
video processor than the present one. 
Oh, well, you can only try! And, lo and 
behold, they were the correct drivers with 
the associated Windows utilities. If you 
can understand all this, we cannot. 

Browsing through the said CD-ROM, 
we had seen MPEG-player software, and 
this we had to try, of course. This did not 
prove to be a success, either. The pro- 
gram worked all right, but every time the 
film was run, the start menu for Win- 
dows disappeared after a second or so, 
so that there was no time to start the 
program. By then it was time to go 
home. 

We shall sleep over it. Tomorrow, 
with fresh suspicions, we shall try the 
sound card. 








Hary. Baggen 














Straightening the frequen 
characteristic of an audio sy: 
tem is possible by either of 
two types of equalizer: 
graphic and parametric. 

A graphic equalizer con- 
sists of a series of tuneable ac- 
tive filters, normally one for 
each frequency band. In spite 
of the complexity of this type 
of equalizer, it only provides 
adjustment of the amplifica- 
tion or attenuation in a given 
band. Also, however carefully 
the filters have been com- 
puted, in practice, the final 
cl teristic never coincides 
with the positions of the po- 
tentiometers on the control 
panel, 

A parametric equalizer 
normally consists of far fewer 
filters. Moreover, not only the 
ampli ion/attenuation of 
these filters is variable, but 
also their central frequency 
and Q-factor. 

In the present circuit, the 
central frequency is set with 
Р in each of the three fre- 
quency bands (20-200 Hz, 
200-2000 Hz, and 
selected with S}. 

The Q-factor is set with P, 
in the range 0.25-2.5. This 
factor determines the slope of 
the skirts of the frequency 
characteristic. 

The amplification/attenua- 
lion is set with Ps over a 
range from -12dB to 
*12dB. 

The curves in the lower di- 
agram show various settings 
of the equalizer, starting with 
the upper curve: (a) maximum 
amplification, lowest Q: (b) 
maximum amplification, high- 
est Q: (c) maximum attenua- 
tion, highest О: (d) maximum 
attenuation, lowest Q. 

The circuit in the diagram 
can provide only one dip or 
peak in each frequency curve. 
If this is not sufficient, a num- 
ber of circuits per channel 
may be necessary. This is one 
of the reasons that it is advis- 
able to use a simple buffer 
amplifier at the input. An- 
other is that the input imped- 
ance of the filter varies appre- 
ciably during the setting-up 
process 

A few notes on the con- 
struction. Circuits IC and 
ICy, simulate a tuneable ŁC 
circuit in parallel with S and 
P5. The design is such that the 
reactances of the simulated 






















































parametric equalizer 


inductance and capacitance 
hardly vary over the range of 
central frequencies that can 
be set with P5. This makes in- 
dependent setting of the Q- 






ter of T, in a ratio deter- 
mined by the setting of Ps. 
The complete filter can be 
shorted out with S5 to enable 
a quick comparison to be 


below the standard line level. 

Since the equalizer draws 
a current of only 25 mA, the 
supply voltage may be ob- 
tained from the preamplifier 



































101, IC2 = NESS32 





suns 





factor with P, possible. 

The output voltage of the 
filter is buffered by IC», after 
which it is mixed with the sig- 
nal originating from the emit- 





made with a guaranteed 
straight frequency character- 
istic 

The circuit needs an input 
signal of 75-100 mV, which is 





with which the equalizer is 
used. 

The total harmonic distor- 
tion plus noise (THD+N) is 
< 0.008 per cent at a fre- 

quency of 
1 KHz (P3 at the 
centre of its 






































































































































Elektor DEFAULT? AMPL(dBr) vs FREQ(H2) 15 APR 96 08:10:02 travel). 
TM ] ] Ap The value 
13,000 of Rjs is not a 
11.000 standard onê 
9.0000 Д and the resistor 
must, therefore, 
Бы | be made from 
bd several others. 
dM | A similar prob- 
1.0000, lem occurs with 
-1000 Cy, although its 
| | value is stan- 
a | dard in the 
E E (often difficult 
700 INT to obtain) E24 
9000 | series. This ca- 
л pacitor тау, 
ed | therefore, also 
have to be 
Б made from sev- 

20 100 к 10k 20k 
E>: eral others. 
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The delay line makes possible 
an improvement of the sur- 
round-sound decoder pub- 
lished in this magazine in 
early 1995 

The differential signal of 
the surround-sound channel 
is first passed through a low- 
pass filter and then split into 
two. Whereas IC}, functions 
as a buffer, IC), inverts the 
signal. Both signals are then 
applied to identical memories 
of the bucket-brigade type. 

Circuits ICs and IC, are 
controlled synchronously by 
ICs. The delayed signals are 
buffered by ICs, and 1С, 
after which they are applied 
to differential amplifier 
1С. As the signals are in 
antiphase, the output of 
ICs; is twice the level of 
each, so that the ripple 
caused by IC; is reduced ap- 
preciably (since the interfer- 









cu 


delay line 


ing signals are in phase). 
The remaining interfer- 
ence signals at the output of 
ICs, are inevitable, because 
they are related to the large 
tolerances of the memories. 
According to data from 
the manufacturers, the distor- 
tion of an MN3008 is 0.5 per 
cent (average) and 2.5 per 
cent (maximum), while the 
amplification may vary up to 
+4dB from the nominal 
value. In the prototype, the 
use of one memory resulted 
in a distortion of 06-0.8 per 
cent at 1 KHz When two 
memories are used, the dis- 
tortion drops to below 0.1 per 
cent. In both measurements, 
the clock frequency of ICs 
was 40 kHz (25 ms delay). 
The improvement of the 
present circuit over the origi- 
nal is particularly noticeable 
with strong signals, because 
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the signal-to-noise ratio in- 
creases to 63 dB. 

The performance may im- 
proved even further by 
matching MN3008s. In the 
prototype, this reduced the 
distortion to 0.04 per cent. 
However, the price of the ics 
may prove prohibitive for 
most constructors. 

Another way of improving 
the performance is providing 
input buffers IC, and IC\, 
with an offset compensation 
control. This requires the 
availability of a good distor- 
lion meter, however. 

The bandwidth of the cir- 
cuit is limited to about 7 KHz 
by input filter IC, and out- 
put filler 1C. Probab 
owing to tolerances of the ca 
pacitor values, the bandwidth 
in the prototype is 6.3 KHz. 
This is not terribly important, 
however. If desired, the band- 
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width may Бе increased by 
giving R;-Rs and К-у 
proportionally lower values. 
Note that the bandwidth must 
not become larger than one 
quarter of the clock fre- 
quency, because the slope of. 
the filter skirts does not allow 
this. 

The clock frequency of 
IC; may be set between 
30 kHz and 100 kHz with P,. 
These values correspond to 
delays of 33 ms and 10 ms re- 
spectively. 

The delay line draws a cur- 
rent of about 22 mA. 


[T Giesbers -964119 
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The difference between the 
standard MCS$2 processors 
and the deviant DS87C530 
from Dallas is that in the lat- 
ter an instruction is processed 
in four clock pulses, whereas 
this takes 12 clock pulses in 
the former. Moreover, the 


PARTS LIST 
Capacitors: 

Cy, Сә = 22 pF 
Сз, C4 = 100 nF 





Integrated circuits: 

IC, = DS87C530 (Dallas) 

IC; = 2 off row of 20 ic 
pins 


Miscellaneous: 

Bt, = battery, 3-5 V 

X, = crystal 32.768 MHz 
Xp = crystal up to 33 MHz 
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new deviant can work at clock 
frequencies of up to 33 MHz, 
which is more than 
times as fast as the standard 
8051. Also, the new processor 
has an additional 1/0 in the 
shape of a watchdog timer, a 
real-time clock, 1 kbyte static 
memory and two serial ports. 

A special clock input is 
provided for the benefit of 
the real-time clock. There is 
also an additional input for a 
back-up battery, via which 
both the static memory and 
the clock are powered when 
the supply is switched off. 

The present conversion 
board simplifies the transfer 
from a standard 80хх to a 
DS87C530. The board has a 
socket that fits in the original 
processor socket and a PLCC 
socket for the new processor, 
In this way, any 8031, 8032, 





seven 














8051 or 8052 may be replaced 
by the much faster processor. 

The ıc socket on the board 
needs to be fitted with long 
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pins that are simply pushed 
into the original processor 
socket. With a 32-MHz crystal 
and a 0587С530 fitted, the 
board becomes a direct re- 
placement for the original 
processor. If use is made of 
the new properties, the back- 
up battery may also be added 

A new code must be 
added to the software, of 
course, to be able the new fa- 
cilities to be used. Informa- 
tion as to how the additional 
hardware may be controlled 
can be found in the relevant 
Dallas data sheets. 
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The a.c. millivolt ranges of 
many inexpensive multime- 
ters have a limited bandwidth, 
usually only about 1 kHz. The 
present circuit contains a 
buffer, a half-wave rectifier, 
an active potential divider 
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Resistors: 
R,, Rg = 10 МО 

Ro =1kQ 

Rg, Rg = 1.00 КО, 1% 








Р, = 100 КО (see text) 


Capacitors: 
HF. polystyrene 
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AC millivolt adaptor 





and a level adjuster. 

The bandwidth of the а.с. 
millivolt ranges is increased 
to about 40KHz, which is 
more than adequate for most 
applications. 

Provided the adaptor is set 
















Semiconductors: 
D,, Dp = BAT85 
Ds = 1N4148 


Integrated circuits: 
IC, = TLC274 


Miscellaneous: 
Bt, — 9 V battery with con- 
necting clip. 
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1C1 = TLC274 
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up correctly, the maximum 
measurement error is 4 per 
cent. The adaptor may be 
used over the mV range of 
0-1000 mV r.m.s. Its fre- 
quency range is 100 Hz to 
40 KHz. 
Buffer 
1Сь guarantees 
a constant, high 
input imped- 
ance of about 
10 MQ. The 
op amp is fol- 
lowed by active 
ауе recti- 
fier IC. A 
ave recti- 
fier is used, 
since this en- 
ables the non- 
linear behav- 
iour of the 
diodes to be 
compensated. 
The output signal of the recti- 
fier is averaged by a non-ideal 
integrator and raised by a fac- 
tor 7/2 by a small amplifier. 
The circuit around IC), is 
added to enable power to be 
derived from a 9 V battery. 
The op amp is arranged as an 
active potential divider and 
provides a low-impedance 
null at half the supply voltage. 
The adaptor is best built 
on the printed circuit board 
illustrated (see Readers’ Se: 
vices towards the end of this 
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issue). Note that Pj may be a 
standard preset, although a 
multiturn model is preferred. 
There are are two ways of 
setting up the adaptor. In the 
first, use a simple bell trans- 
former with an output of 
about 9 V, across which a po- 
tential divider consisting of a 
1 MQ resistor and a 1 kQ re- 
sistor in series are connected. 
With the multimeter set to 
the 50 mV a.c. range, mea- 
sure the voltage across the 
1 КО resistor, which is about 
10mV. Then, connect the 
adaptor to the multimeter 
and set this to the 50 mV d.c. 
range.Use the adaptor to 
measure the voltage across 
the 1 КО resistor, and adjust 
P, until the meter again reads 
10mV. The measurement 
error may be up to 6 per cent. 
The second way is to inject 
into the adaptor a sinusoidal 
signal at a level of 10 mV 
r.m.s. and at a frequency of 
around 20 kHz. Use a mV 
meter that can operate at this 
frequency and measure the 
output of the adaptor; note 
the meter reading. Then re- 
place the mV meter by the 
multimeter and adjust P; 
until the same reading is ob- 
tained. The measurement 
error may be up to 4 per cent. 
The circuit dr: current 

of up to 3 mA. 
IH. Bonckamp - 964031] 











The battery indicator lamp on 
the dashboard of cars lights 
when the car's battery is not 
being charged. The present 
circuit has a similar function, 
but it uses an LED instead of a 
lamp, and it provides rather 
more information than the 
existing light. 

The LED gives four differ- 
ent indications: 





* it flashes slowly to indicate 
that the battery voltage is 
below 10У, which may 
mean that the battery is 


battery indicator LED 


* it is off, indicating a nor- 
mal state of affairs (bat- 
tery voltage 12-15 V); 

* it flashes at a 
show that the batte 
age is >15 V which means 
a serious defect in the 
charging circuit—do not 
drive the car! 












The circuit is based on 
three comparators: IC», IC2p 
and ICa,. These stages get 
their reference voltage from 
potential divider R3-Rg, 
which is supplied by 5 V regu- 














Ic1 = 4093 


моб IC2 = LM324 
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about to give up the ghost; 

* it lights continuously to 
show that the alternator 
(in old cars, dynamo) is 
not charging the battery 
(sufficiently) (battery volt- 
age 10-12 V); 
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lator ICs. The reference volt- 
ages are likened with a part of 
the battery voltage set by 





Ry-R>. Diodes D; and D> 
serve to eliminate any nega- 
tive voltage peaks. 

The output levels of the 
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ators are converted to 
s that control the 
LED by the logic circuit con- 
sisting of IC54 and the four 
NAND Schmitt triggers in IC; 

Circuit IC), operates as an 
oscillator at two difference 
frequencies. When T, is off, 
C; and C; are in series, so 
that the frequency-determin- 
ing capacitance of the oscilla 
tor is small and the frequency 
is high. When T, conducts, Cs 
is short-circuited. The fre- 
quency-determining capaci- 
tance is then larger and the 
frequency higher. The oscilla- 
tor is switched on and off by 
ІС. 

NAND gates IC}, and IC 
and the or gates formed by 
D; and D, ensure that the 
four different states result in 
the desired operation of Ds. 

The circ best built on 
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the printed-circuit board 
shown in Figure 2 (which, re- 
grettably, is not available 
ready-made), The completed 
board is very small, so that 
will nearly always be possible 
to find a little space in a car to 
house it. The LED should, of 
course, be fitted in a position 
where it can be clearly seen. 
It is connected to the board 
by two lengths of flexible, in- 
sulated circuit wire. 
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PARTS LIST 





Ra = 220 KQ 
Rg = 2200 


Capacitors: 

C4. C4 = 10 uF, 63 V, radial 
Cp = 4.7 pF, 63 V, radial 
©з = 2.2 pF, 63 V, radial 


Semiconductors: 
D,-D, = 1N4001 
Ds = LED, 

T, = BC547B 





Integrated circuits: 
1С; = 4093 

1C; = LM324 

165 = 7805 









P,-P, = solder pin 
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The probe is a kind of adaptor 
board that is plugged into the 
circuit instead of the EPROM 
Or RAM to be tested. The 1С is 
temporarily plugged into the 
socket on the adaptor board. 
Because of connectors Кү and 
all connections are now 
accessible for testing with a 
logic analyser. This is a lot 
more convenient than work- 
ing with discrete test clips. 
The connections to box 
headers Кү and K, corre- 
spond to those found on 
Hewlett-Packard logic analy- 
sers. Choosing between 
EPROM and RAM is effected 
with five jumpers. Bear in 
mind that the connections are 
distributed over the box hea 
ers in a logical manner. 

















jumpers shown in the dia- 
gram are intended for testing 
EPROMS; the other jumper po- 
sitions select a logic sequence 
for RAMs. 

‘Two logic probes are con- 
tained on the board. In the 
























logic probe for EPROMS and RAMS 
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EPROM RAM 























space reserved for IC, (IC) 
there is no standard 1с socket 
but two long rows of IC pins 
that protrude at the track side 
of the board. After they have 
been soldered in place, the 
pins can be lengthened with 
one or more sockets at the 
track side. 

The iC to be tested is 
mounted at the top of the 
board onto the two rows of 
pins. The logic probe is 
plugged into the socket in- 
tended for the IC. 
he probe may be used for 
32-pin as well as 28-pin 
EPROMS and RAMS. 
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PARTS LIST 
IC, (IC) = 2 rows of 20 IC 
pins 


Kı, Ко, (Ka, Ка) = 20-way 
box header 
5 off jumpers. 
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The characteristics of a loud- 
speaker cannot be deter- 
mined (outside a special test 
room) with a sinusoidal sig- 
nal, since various frequencies 
have to be averaged out 
Often, noise signals limited to 
а 50-60 Hz band are used. 


icit 
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FREQUENCY 


The present design uses 
frequency-modulated sinu- 
soidal signal, which behaves 
more or less as pink noise, 
but has the advantage of a 
stable amplitude. It is ideally 
suitable for use with the lin- 
ear sound pressure meter de- 
scribed elsewhere in this 
issue. 

The circuit consists of 
three parts: a linear voltage- 
controlled oscillator—vco 
sine wave shaper, and a tria 
gular-wave generator. 

The vco is formed b 




















tor C, is charged by coi 
current source IC; T». The 
potential across the capacitor 
will sooner or later exceed the 
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wobbulator 


threshold of IC;,. At that in- 
stant, it will be discharged vi 
IC, and Ту, and then the 
process will repeat itself. 

The current source is fairly 
simple: IC) compares the 
drop across Ку (reference) 
with that across the emitter 
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tion of about 4 octave, which 
is independent of the fre- 
quency set with Ру. 

The output signal of the 
vco consists of needle pulses 
about 0.2 us wide at a rate 
about 16 times higher than 
that of the sinusoidal signal. 




































resistor of T», consisting of R3 
plus P4. Since this resistance 
is variable, the frequency may 
be set to 40-65 Hz with Р|. 

The reference voltage has 
a triangular-wave shape and 
is produced by 
rectangular/triangular-wave 
oscillator IC,. Its frequency 
(wobbulator rate) may be set 
between 1.5 Hz and 7.5 Hz 
with Pa. 

The output of ICy, is at 
half the supply voltage, so 
that the ratio Rz: Ry deter- 
mines the direct voltage 
component of the reference 
voltage. 

The triangular voltage 
across Ry is used to vary the 
current through T». This re- 
sults in frequency modula- 








This signal is applied to shift 
register ICs via IC,.. The shift 
register drives a network with 
weighted currents at a level 
which ensures that the output 
voltage is very nearly a sine 
wave. In this sense, the com- 
bination of IC; and network 
R,s-R may be considered a 
sort of digital-to-analogue 
converter—DAC. 

The final section of the 
circuit is a 5th-order Butter- 
worth filter tuned to 100 Hz. 
which largely suppresses the 
overtones of the sampling fre- 
quency. With carefully se- 
lected values of Cy-C)3, the 
THD+N of the generator in 
the prototype was < 0.05%. 
The level of the output signal 
is set with P4 to 1 V r.m.s. 
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(bear in mind the х2 amplifi- 
cation of the filter), 

Capacitor С prevents 
any d.c. component from 
reaching the output. Resistor 
R3, ensures that this capaci- 
tor is charged even when 
there is no output load. 
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Resistor Ra protects ICs), 
against highly capacitive 
loads. 

The Schmitt triggers/in- 
verters in IC, have quite a 
spread in hystere: his may 
make it necessary to give C, a 
slightly higher value or to en- 
e the control range of Ra 
plus Pj. 

If the wobbulator is to be 
used with the sound pressure 
meter mentioned earlier, it 
is desirable that the fre- 
quency of the vco and filter 
can be switched between the 
value of 40-65 Hz chosen 
here and one that is about 10 
times as high. 

The circuit draws a current 
of about 21 mA. 


[T Gieshenis Sn! 











12/96 





Electronics online 


test and measurement equipment 


Every electronics 
enthusiast needs test 
and measurement 
equipment. Even the 
most rudimentary 
electronics workshop 
should have at least a 
power supply, a mul- 
timeter and an oscil- 
loscope. This sort of 
equipment is sup- 
plied by many spe- 
cialized firms, ina 
wide variety of types 
and price bands. If 
you are on the look- 
out for a new test 
instrument, there’s 
really no need to go 
out of doors any 
more to collect cata- 
logues etc. Today, all 
major suppliers of 
electronic test and 
measurement equip- 
ment run on-line 
product overviews on 
the web, allowing you 
to see what's on offer, 
complete with prices 
and specifications. 
Many of you will associate the name 
Fluke with the great multimeters pro- 
duced by this company. Fluke's prod- 
uct scope is much larger, however, 
ranging from calibrators to ‘ordinary’ 
oscilloscopes. Over the past few years, 
Fluke have also released a series of 
portable equipment sporting graphic 
displays: the so-called scope meters 


and graphic multimeters. All these 
goodies are on display at 


www.fluke.com/products.htm. 
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One of the worlds's largest suppli- 
ers of test and measurement equip- 
ment is of course Hewlett Packard, 
a.k.a. ‘HP’. Their offerings are over- 
whelming, and include something in 
every price band, whether an £195 
power supply, or an analyser which 
sets you back some £40k. Have a look 
around at 
www.tmo.hp.com/tmoy/bic. 

This site allows you to request a cat- 
alogue on-line, and even place an order! 

Another well-known manufacturer 
of measurement equipment is Tek- 
tronix (a.k.a. Тек”), whose multimeters, 
oscilloscopes, generators and other 
T&M jewels may be admir 
www.tek.com/Measu 
ucts/catalog/by-type.ht 

Wavetek, too, is a great alternative 
for various types of advanced mea- 
surement and test gear: 
Wwww.wavetek.com/wwtest.html. 

This site allows you to view an ex- 
tensive overv f the various mod- 
els, It is also possible to order a cata- 
logue, and request information on a 
certain piece of equipment. 

Although the Japanese manufac- 
turer Yokogawa may not be very well 
known in Europe, its products are on 
à pàr with those of its American and 
European competitors. The site 
www.yokogawa.co.jp/Y html 
shows you the product range available 
for the European market, which in- 
cludes recorders, digital memory os- 
cilloscopes, function generators and 
power meters. 

Iwatsu is а Far-Eastern manufac- 
turer specialized in digital oscilloscopes 
featuring extensive operation options. 
The American branch of Iwatsu pre- 
sents the technical specifications of 
some of these oscilloscopes at 
www.iwatsu.conytm.html. 

L is an North American com- 
pany which is also specialized in (dig- 
ital) oscilloscopes. Lecroy have a 
branch in Switzerland. The Internet 
address 
wwwlecroy.com/tm/LecroyTM.htm 
provides an overview of various 
LeCroy products, and also allows web 
surfers to request product information. 

Philips seems to have reduced its 
activities in the field of ‘ordinary’ test 
equipment, although a lot of TV test 
gear is still being produced. Information 
on these products may be found at 
www.ptv.dk/cat/index.htm 

Finally, a German supplier of excel- 
lent test equipment: Rohde & 
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Schwartz. This equipment is sure to be 
of interest to professional electronics 
engineers. This manufacturer may be 
found at 
www.rsd.de/webpages/21.htm 

In case you are looking for other 
suppliers of T&M equipment, Internet 
search engines like AltaVista and Lycos 
are a great help in locating addresses 


and other useful information. 
(865088) 























EMC DIRECTIVE 


From 1 January 1996, home-made equip- 
ment must take into account етс Directive 
89/336/eec (етс = ElectroMagnetic 
Compatibility), Basically, the directive 
states that no equipment may cause, or be 
susceptible to, external interference. Неге, 
interference means many phenomena, 
such as electromagnetic fields, static dis- 
charge, mains pollution in the widest 
sense of the word. 


Legislation 

Home-made equipment may be taken into 
use only when it is certain that it complies 
with the directive, In the United Kingdom, 
the dti (Department of Trade and industry) 
will, in general, only take action against 
offenders when a complaint has been 
made, If the equipment appears not to com- 
ply with the directive, the constructor may 
be sued for damages. 


CE 


Elektor Electronics 
and the Directive 


ce label 
Home construc- 
tors need not affix 
a ce label to thei 
equipment. 


The publishers of Elektor Electronics intend 
that designs published in the magazine 
‘comply with the directive. Where necessary, 
additional guidelines will be given in the arti- 
Cle. However, the publishers are neither 
obliged to do so, nor can they be held liable. 
for any consequences if the constructed 
design does not comply with the directive. 
This column gives a number of measures 
that can be taken to ensure that EE- 
designed equipment complies with the 
directive. However, these are needed only in 
some designs. Other measures, particularly 
in case of audio equipment, are not new and 
have been applied for some time. 


Why emc? 

The important long-term benefit for the user 
is that all electrical and electronic equipment 
in a domestic, business and industrial envi- 
ronment can work harmoniously together. 


Radiation 

The best known form of emc is radiation that 
is emitted spuriously by an apparatus, either 
through its case ог its cabling. Apart from 
limiting such radiation, the directive also 
requires that the apparatus does not impart 
spurious energy to the mains—not even in 
the low-frequency range. 





Ferrite throughliters as illustrated are used 
lor feeding cables through a panel. 
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Immunity 
The requirements regarding immunity of 
an equipment to emc are new. Within cer- 
tain limits of ambient interference, the 
apparatus must be able to continue work- 
ing faultlessly. The requirements are fairly 
extensive and extend to a wide range of 
possible sources of interference. 


Computers 

Computers form the prime group tor appli 
cation of the directive. They, and micro- 
processors, are notorious sources of inter- 
fering radiation. Moreover, owing to the way 
in which their internal instructions are carried 
out sequentially, they are also very sensitive 
to interference. The notorious crash is but 
опе manifestation of this. 


Enclosures 

Ahome-made computer system can comply 
with the eme directive only if itis housed in a 
‘metal enclosure. A minimum requirement is 
that the underside and rear of the enclosure 
is an shaped trame. All cabling must con- 
verge on this area or be filtered, If there are 
connectors on the front panel, a u-shaped 
metal frame should be used. 

Even better results are oblained if а 20 
mm wide, 1 mm thick copper strip is fixed 
along the whole width of the rear wall with 
screws at 50 mm intervals. The strip should 
have solder tags at regular distances for 
use as earthing points. 

A closed case is, of course, better 
than an shaped or u-shaped frame. It is 
important that all its seams are immune to 
radiation ingress. 


Power supplies 

In any mains power supply, account should 
be taken of incoming and outgoing interfer- 
ence. It is good practice to use a standard 
mains filer whose metal case is in direct con. 
tact electrical contact with the enclosure or 
metal frame. Such a fiter is not easily built at 
home. îs advisable to buy one with integral 
mains entry, fuse holder and on/off switch. 
This also benefits electrical salety in general. 
Make sure that the primary of the fiter is ter- 
minated into its characteristic impedance— 
normally a series network of a 50 0, 1 W 
resistor and a 10 nF, 250 V capacitor. 

Mains transformers must be provided 
with rc-networks at the primary and sec- 
ondary side. Bridge rectifiers must be fitered 
Бу ronetworks. The peak charging current 
into the reservoir capacitor must be limited 
by the internal resistance of the transformer 
ог by additional series resistors. It is advis- 
able to use a 250 V. 2 W varistor between the 
live and neutral mains lines. At the sec- 
ondary side, it is sometimes necessary to 
use а transient suppressor, prelerably foi 
lowing the reservoir capacitor. 

the supply is used with digital systems, 
а common-mode inductor in the secondary 
ас. lines may prove beneficial for limiting 
radiation. For audio applications, an earth 
Screen between primary and secondary is 
advisable. This screen must be linked via a 
short wire with the earthing strip. 

The supply must be able to cope with a 
mains failure lasting four periods and with 
mains supply variations of +10% and -20%. 
Peripheral equipment and earthing 
All cables to and from peripheral apparatus, 
Such as measurement sensors, control 
relays, must be fed through the metal wall of 
the enclosure or frame. The earth lines of 
such cables must be connected directly to 
the earthing strip at the inside of the encio- 
sure or frame via а wire not longer than 50 
mm. When plugs are used, the cable earth, 
i any, must be connected to the earth pin or 
the metal surround of the connector. 

Basically, all non-screened signal lines 
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must be provided with a filter consisting of 
not less than a 30 mm ferrite bead around 
the cable or bunch of wires. This bead may 
be outside the enclosure (lor instance, 
around the pc-to-monitor cable). 

Leads that may have a resistance of 
1500 must be provided with а 150 £1 series 
resistor at the inside of the connector shell, If 
technically feasible, there should also be a 
capacitor from this point to earth. 
Commercial feedthrough t-fiters ог x-fiters 
may, of course, be used. In all other cases, 
screened cable must be used for connec- 
tions within the enclosure. Symmetrical lines 
must consist of twisted screened cable and 
be earthed at both ends. 

The earth plane o! printed-circuit boards 
must be linked as firmly as feasible with the 
earthing strip, for instance, via a flexible flat 
metal strip or flatcable. 


Electrostatic discharge (esd) 
All parts of an equipment that сап be 
touched from outside must preferably be 
made from insulating, antistatic material. All 
parts that can be touched and enter the 
enclosure, such as potentiometer and 
swatch spindles, must be earthed securely. 
Ай inputs and outputs whose wires or con- 
nector pins can be touched must be provid- 
ed with an earth shield, for instance, an 
earthed metal surround via which any elec- 
frostatic discharge are diverted. This is most 
conveniently done by the use of connectors. 
with sunken pins, such as found in sub.d 
connectors, and a metal case. 


Audio equipment 
Immunity to radiation is the most important 
requirement of audio equipment. It is 
advisable to use screened cables through- 
ош. This is not always possible in case of 
loudspeaker cables and these must, there- 
fore, be filtered. For this purpose, there are 
special high-current titers or z-fiters that 
do not affect bass reproduction. Such a fil- 
ter must be fitted in each loudspeaker lead 
and mounted in the wall of a metal screen- 
ing box placed around the loudspeaker 
connections. 


Low-frequency magnetic fields 
‘Screened cables in the enclosure do not 


provide screening against the low-frequen- 
cy (< а few kHz) radiation of the mains 
transformer. Therefore, these cables must 
тип as close as possible to the walls of the 
enclosure. Moreover, their braid should be 
linked at one end to the earthing strip. in 
extreme cases, the power supply should be 
fitted in a self-contained steel enclosure. 
Special transformers with a shading ring 
that reduce the stray field can lower the 
hum even further. 


High-frequency fields 
High-frequency fields must not be allowed 
to penetrate the metal enclosure. All exter- 
па! audio cables must be screened and the 
screening must be terminated outside the 
enclosure. This again necessitates the use 
of all-metal connectors. All cable braids 
must be linked to the earthing strip inside 
the enclosure. 

‘Owing to the skin effect, itis important to 
choose an enclosure with a wall thickness 
> 2 mm to ensure that internal and external 
fields are Kept separate. Any holes must be 
either small («20 mm) or be covered with a 
metal mesh. 


Heat sinks 

Heat sinks should preferably be inside the 
enclosure and be earthed at several points. 
Non-earthed heat sinks in switch-mode 
power supplies often create problems. if 
possible, place an earth screen between 
transistor and heat sink. Ventilation holes 





Standard mains titers built into а mains entry 
together with an oníol! switch. The metal shell 
тиз! be in firm contact with the enclosure. 


must be covered with metal mesh unless 
they are smaller than 20 mm. Ventilators 
should be fitted inside the case, 


Cables 

Cables often function as transmivreceive 
aerials, This applies equally well to 
screened cables, The braid of a coaxial 
cable must be terminated into а suitable 
connector such that it makes contact along 
the whole circumference. The braid may be 
used as the return path to obtain гі. mag- 
netic screening, For a.t. magnetic screening 
it is better to use twisted-pair screened 
cables. їп а ribbon (fiat) cable, each signal 
wire should be flanked, if at all possible, by 
earthed wires. The cable should һе 
screened along one surface or, preferably, 
ай around, Cables that carry signals > 10 
kHz that are not filtered in the enclosure, 
must be provided with a ferrite bead func- 
tioning as a common-mode inductance, 


Printed-circuit boards 
Elektor Electronics prinled-crcuit boards 
are provided with coppered fixing holes that 
are connected to the earth of the circuit. This 
arrangement, in conjunction with metal 
spacers, ensures good contact between the 
board and the circuit earth. Where this is 
important, boards have a special earth 
plane that can be connected, where feasi- 
ble, to the earthing strip via a flatcable. 
These boards normally have no other earth 
ing points and their fixing holes are, there- 
fore, not coppered, 

(960006) 





THillers and z-fiters ensure that interference 
cannot em te from, or enter, the equipment via 
signal lines. They are available in various cur- 
rent ratings and for various frequency ranges. 


ny 


Model cars, boats and airplanes 
may go out of control, causing 
serious danger and damage 
when a failure occurs in the 
radio control system. This cir- 
cuit helps to prevent such 
mishaps by taking over the con- 
trol of, for example, the accel- 
erator/brake servo in a model 
car when the radio signal fails. 
The servo is then set to a pre- 
determined position, for exam- 
ple, brake hard. The circuit may 
be inserted in any servo link 

The heart of the circuit is an 
astable multivibrator (AMV) 
consisting of Schmitt trigger 
gates 1С1с and ICId. When the 
receiver pulses fail, the AMV 
generates replacement. servo 
pulses whose width may be set 
with preset РІ. Capacitor C4 
then determines the ‘off’ time 
(approx. 20 ms), and C3, the 
‘on’ time (1.5 ms 40.5 ms). 

During normal operation of 
the radio link, the received 
pulses are negated by ICla, 
which discharges C2 via D1, so 
that IC 1d is disabled. The result 
is that the servo pulses supplied 
by the receiver are available 
again at the output of the cir- 
cuit 

When the receiver pulses 
disappear, C2 is no longer dis- 
charged, and the AMV is en- 
abled, It starts to oscillate, sup- 


This circuit ensures that im- 
patient callers or naughty 
children cannot make an elec- 
tric doorbell ring continu- 
ously, It limits the time the 
bell can be actuated to one 
second, followed by а pause 
of 10-15 seconds, 

When the bellpush is 
pressed, the alternating volt- 
uge powering the bell is recti- 
fied by D; and smoothed by 
Since C, is not charged, 
transistor Ту is off owing to 
the high volta 
collector. Transistor T comes 
on and this results in the relay 
being energized. The circuit is 
closed and the bell rings. 

Capacitor C is then being 
charged via D» and R>. When 
the potential across C, has 
risen sufficiently to cause Ту 





ze level at its 




















radio failure protection 
for R/C models 


plying replacement pulses 
which cause the servo to turn to 
the predefined position. 

The circuit may also be used 
as a stand-alone tester for servo 
motors, Current consumption 
in transparent mode is about 
20 pA at a supply voltage of 
5 V. or 50 pA when the AMV is 
active, 


[Design by В, Sommer 04010] 


COMPONENTS LIST 
Resistors: 

В1 = 47k 

R2 = 220k 

R3 TKR 

R4 = 120k 

P1 = 50К©› preset Н 


Capacitors: 

С1,С2 = 470nF 

C3 = 47nF 

C4 = 220nF 

C5 = 10jF 63V radial 


Semiconductors: 
D1 = 1N4148 
1С1 = 4093 


Miscellaneous: 

Printed circuit board not 
available ready-made 
through the Readers Ser- 
vices 





BV + 























to conduct, transistor T» will 
be cut off. This results in the 
relay being deenergized, so 
that the voltage is removed 
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from the bell. 

Capacitor C, is then dis- 
charged slowly via R3 and the 
base-emitter junction of T}. 
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їс! = 4093 
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When the potential across it 
has has dropped to a certain 
level, which takes 15-20 sec- 
onds, T, is cut off again, so 
that the bell is powered once 
more. 

Impatiently pressing the 
bellpush before C, has been 
discharged sufficiently causes 





the capacitor to be charged, 
so that it takes a further 


10-15 seconds before the bell 
rings. 

he charging time of C, is 
determined to a large extent 
by the value of Ra. The time 
required for the bell to be 
powered depends largely on 
the value of R3. Both times 
can be lengthened by making 
C, larger. 
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Modern organizers, portable 
databanks, and mini comput- 
ers are often considerably 
more than ingenious devices 
for playing games. They be- 
come even more useful if they 
can be linked to a pc. Most 
organizers from Casio have a 
3-mm socket for this purpose. 

The socket gives access to 
a kind of RS232 interface in 
which the levels are TTL (0 V 
and +5 V) instead of the 
usual +12 V. Thanks to this 
socket, the simple circuit in 
the diagram and some piv 
software make it possible for 
the organizer to communicate 





It is clear that power consump- 
tion may be reduced if ancillary. 
equipment is on only when the 
master unit is switched on. This 
is, for instance, the case in an 
audio system where the ampli- 
fier may be considered the 
master unit. It does not make 
sense to have the tuner, cas- 
sette deck and CD player on 
standby when the amplifier is 
switched off. This is true also in 
computer systems, which, apart 
from the computer, normally 
contain at least a monitor, a 
printer, external drive, and, 
perhaps, a scanner. It would be 
very user-friendly and energy- 
friendly if all those units were 
switched on and off together 
with the computer. 

In a computer system, this is 
arranged fairly easily, since the 
mains voltage for the monitor is 
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Casio interface 












































with a fully fledged pc 

The circuit draws only a 
tiny current, which is deter- 
mined primarily by the 
op amp. In the present circuit 
it is about 1 mA. 

The positive supply is de- 
rived via pins 7 and 8 of the 
RS232 connector on the Pc 

Since the negative voltage 
(-10 V) is present at pins 3 
and 4 of the RS232 connector 
only during intervals, diodes 
D». D3 and capacitor C, en- 
sure continuity of the nega- 
tive line for the interface 

Data reach the organizer 
via ICla, here arranged as an 





















often taken from a special 
(switched) mains outlet at the 
back of the computer. If a mul- 
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inverting comparator. The 
signal level at the input is 
likened to the reference volt- 
age of 0.7 V at the non-invert- 
ing input of the op amp. 

The output signal of IC), 
is applied directly to the 
RS232 connector. 

The RS232 signals applied 
to the organizer are limited to 
+10 V by Ry and Rs and then 
compared with the reference 
voltage. Since the output volt- 
age of the op amp switches 
between +10 У, network 
R5-D, ensures that it is lim- 
ited to 0 V and +5 V. 

Because some computer 
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manufacturers do not rigor- 
ously follow the RS232 norm, 
it may in certain cases be nec- 
essary to adapt the hardwa 
to some extent, 

As far as software is con- 
cerned, the standard commu- 
nication programs for pcs use 
a different protocol. It is, 
therefore, necessary to find 
out how the original Casio 
software works: observe the 
signals at the serial interface. 
Once these are known, it 
should not be too difficult to 
arrange a simple program. 

IG. Klein - 964017] 
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tiple extension socket is plugged 
into this outlet and the various 
ancillary units connected to the 
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extension outlets, our aim has 
been achieved. 
IK. Walraven - 964011] 
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То determine whether two ca- 
pacitances are equal or not, 
the comparator measures the 
change in period of a triangu- 
lar oscillator into whose cir- 
cuit the two capacitances are 
alternately connected. 

In the circuit diagram, 
Сул and Cy» are the two ca- 
pacitances that need to be 
compared, They are con- 
nected to the circuit via flexi- 
ble circuit wire 

Transistors T and T» form 
current sources that alter- 
nately charge Cy; and Cy» 
The voltage drop across the 
capacitors, Uc, and Uez re- 
spectively, is applied to a 
Schmitt trigger. The output of 
1С remains stable until one 
of the voltages exceeds the 
switching threshold of IC, 
when it changes state. 

When the output of ICq, 
is high, T» provides just a lit- 
tle more current than Tj. 
which causes the connected 
capacitor to be discharged. If 
the output is low, the relevant 
capacitor is charged. 

It is imperative that the 
change-over from one capaci- 
tor to the other happens at ex- 
actly the end of an oscillator 
period, for instance, when the 
output of IC), changes state. 

D-bistable IC», is arranged 
as a binary scaler which pro- 
duces a pulse whose width is 
equal to the oscillator period. 




















PARTS LIST 


Rz-Rs = 562 0, 1% 
Re: R = 10.0 KO, 1% 
Ra, Ro = 1 Мо 


Capacitors: 





capacitance comparator 























IC! = 40106 
1C2 = 4013 











When pin 1 of IC, is high, 
the period is determined by 
Су. When it is low, the pe- 
riod is determined by C,» 
Circuit IC», drives two ana- 





Су = Ca 

Сә = Co 

©з = 3.9 pF 

C4 = 5 pF trimmer 

Cs, Cg = 2.2 uF, polystyrene, 
pitch 5 mm 

Су-С = 100 nF 

C4, = 100 UF 25 V 
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1C3 = 4066 
1са = TLC272 
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logue switches, ICs, and IC. 
which alternately connect C, 
and Суз to the oscillator 

The amount of hysteresis, 
of a 40106 depends largely on 








Semiconductors 
BC557B 
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the maker: in a Philips device, 
it is typically 1.8 V, whereas in 
an SGS-Thomson device, it is 
typically 3.5 V. Such differ- 
ences in hysteresis do not ad- 


ICs = 4066 
IC, - TLC272CP 


Miscellaneous: 
ӘР, = 3-way pin header with 
jump lead (see text) 
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versely affect the comparator, 
but they do cause a shift in 
the measuring frequencies. 

If the capacitances are 
equal, the duty factors of the 
signals at pins 1 and 2 of IC» 
must also be equal. There- 
fore, the pulse/pause ratio at 
the output of IC3,, is directly 
proportional to the ratio of 
the capacitances. Averaging 
the two outputs of the binary 
scaler and comparing them, 
which is carried out by IC, 
and ICyp, gives an accurate 


Remote control transmitters 
come in countless different 
shapes and for many different 
functions. They are also so 
cheap and beautifully styled 
that most of you will not even 
contemplate home construction 
from scratch as that would 
probably result in an ungainly 
box which is not at all easy to 





RCS receiver 


wo Sat ---------------- 4 


determination of the differ- 
ence between the two capaci- 
tances: 75 mV per per cent. 

Time constants К-С; апа 
Ry-C are deliberately made 
large to provide a continuous 
measurement range from 
220 pF to 220 nF. 

Use а 4'^-digit multimeter 
(20 V range) or a 3'-digit 
model (2 V range). The maxi. 
mum voltage difference is 
15 V. With capacitance values 
below 220 pF, the mutual dif- 
ferences result in a lower and 








personal 


lower potential difference, 
This is because of the para- 
sitic capacitance, which is 
about 35 pF. The effect of this 
capacitance is lessened by 
trimmer Cy. 

Calibrating the circuit is 
simple: place jumper JP, and 
adjust C, until the output 
voltage is zero, If this cannot 
be done, set JP, to the other 
position. 

With capacitance values 
above 220 nF, the frequency 
becomes very low. Also rip- 


RC5 


ples are caused across Cs and 
Cy, which are out of phase. 
This causes the meter reading, 
to become unstable. 

The measurement fre- 
quency extends from about 
21 Hz (220nF) to 18 kHz 
(220 pF). If measurements 
are required up to 2.2 uF, Rg 
and R; may be lowered to 
1kQ, 

The circuit draws a current 
of about 10 mA. 


[T Giesherts 64084) 


infra-red remote control 


The crux is to change the res- 
onator frequency of the trans- 
mitter. As an example, a credit- 
card size RCS compatible re- 
mote control was modified by 
removing the existing 432-kHz 
resonator and replacing it with a 








SAA3009 based receivers (note: 
the SAA3009 is no longer man- 
ufactured, it may be replaced by 
the pin compatible SAA3049) 
Actually, the circuits are based 
on the input stage of the Gen- 
eral-Purpose Infra-Red Volume 








ACS receiver 






within 10% of the theoretical 
value. The SFH506-40 has a 
bandpass filter at 40 kHz in- 
stead of 36 KHz, and is thus bet- 
ter matched to the new modu- 
lation frequency. The result is а 
considerable increase in the dis- 
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credit card 
remote contro! 
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sonde 


A» 


hold in one hand! 

Here's an idea how to make 
your own. personalized, remote 
control transmitter which will 
control only those тес; 
have been modified accordingly. 
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503-КН type. This results 

in a higher modulation 
frequency of approxi 
mately 42 kHz instead of 

the standardized 36 kHz, 
while the pulse rate in- 
creases, too. To enable 
standard RCS receiver ICs like 
the SAA3049 and SAA3009 to 
recognize а valid signal, the crys- 
tal frequency has to be changed. 
The two diagrams show the 
modifications for SAA3049 and 
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Control described in the 
July/August 1994 issue of Elek- 
tor Electronics. Twelve resistors 
are added, while one is omitted, 
as well as two capacitors. The 
IR receiver is replaced by the 
Siemens SFH506-40, and the 
crystal by а 5-MHz type. The 
resulting clock frequency actu- 
ally causes a receive pulse rate 
which is a little too high. Fortu- 
nately. everything still function: 
normally if the data speed i: 
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tance that can be covered with 
the remote control. 

А receiver modified as de- 
scribed here will no longer re- 
spond to signals transmitted by 
normal (36-KHz) RCS remote 
controls. The reverse situation 
is slightly less favourable: a 
standard receiver will respond 
to a modified transmitter only 
at distances smaller than 30 ст 
or so. 











{Design by T Giesberts - Y84041] 
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There is a growing tendency to 
fit audio equipment with elec- 
tronic volume controls (virtually 
always remote controlled), This 
consists of a series of potential 
dividers actuated by electronic 
switches. Regrettably, this setup 
has a small drawback; faint click 
are sometimes heard when the 
volume is changed, These clicks 
are the result of the brief short- 
circuit of the multiplexers in 
4000 series CMOS ICs to the neg- 
ative supply line when they are 
switched over. 

In the quad audio switch 
Type SSM2404 from Analog 
Devices this flaw is obviated by 
break-before-make logic drive 
circuits and by switching the 
Output transistors gradually via 


Ssm2404 













a sawtooth generator. This 
switch has further benefits in 
that Roson is low and that it can 
operate from a high supply volt- 
age (up to 13.5 V) 

Since — break-before-make 
electronic switches are used, it is 
not possible to construct a vol- 
ume control from a potential di- 
vider with several branches fol- 
lowed by a buffer stage. This is 





In certain cars, caravans and 
campers fuses are often lo- 
cated in a most awkward 
place. Where this is so, the 
present indicator may be of 
help. since it enables a fuse to 
be checked without having to 
remove it from its holder. 

he circuit is very simple: 
a signal diode, a resistor and 
an LED. Its operation is just as 
simple. If the fuse is all right, 
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silent volume control 
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because the switches in series 
with the buffer would briefly not 
have a bias setting when switch- 
ing takes place. Therefore, the 
present design uses an inverting 
amplifier with a virtual ground 
The total amplification is 1. but 
that may be changed by altering 
the value of R7 

The voltage divider is de- 
signed for steps of 1.25 dB, so 
that an attenuation of 0-8.75 dB. 











IC3 = МЕ5534 








is possible. Resistor values for a 
total range of 70 dB are given in 
the table. Connecting two of 
these circuits (one with a range 
of 8.75 dB, and the other with a 
range of 70 dB) in series gives a 
volume control with a range of 0 
dB to -78.5 dB. The volume 
control тау be driven by a 6-bit 
counter or a microprocessor 

In the diagram, the switches 
of one chain of attenuators are 


driven by a BCD-to-decimal d 
coder Type 4028. The attenua- 
tion may be set manually with 
DIP switch S,. Resistor Rg and 
diodes Dj. D» serve as overdrive 
protection for IC, and ICs 
These components may be 
omitted between two successive 
attenuator sections. 

As far as the d.c. setting of 
the circuit is concerned, it suf- 
fices to state that the level at all 
points in the output condition 
(all DIP switches open) is 0 V 
except at pin 6 of IC», which is 
at +12۷ 

The maximum undistorted 
input voltage is 7.6 V r.m.s. In 
the prototype, the THD-- noise 
with an input voltage of 2 У 
r.m.s. was 0.0007% at 1 kHz and 
0.0009% at 20kHz. At the 
largest attenuation (-8.75 dB) 
this figures rose to 0.001% and 
0.0016% respectively. The over- 
all bandwidth of the amplifier is 
200 KHz. The current drain of a 
complete attenuator section is 
about 6 mA. 











T. Giesberts - 9640291 


Table 1. Resistor values for a 


range of 0 dB to -70 dB. 





R1 6.04 КО 
m | 2800 
R3 768 Q 
R4 | 260 
RS | æsa 
R6 2150 
m | вве 
R8 | aen 


defect-fuse indicator 


diode D is practically in par- 
allel with D}, since the very 
small resistance of the fuse 
may be ignored. The poten- 
tial drop across D» is about 
0.6 V. but since D, needs 
about 1.6 V to light it remains 
dark. If, however, the fuse is 
defect, D» is no longer in par- 
allel with D}, so that this 
lights. It does not matter 
whether the lamp shown in 


12/96 


Ee 


the diagram is switched on or 
not. If it is on, D» is reverse- 
biased, so that the LED is pow- 
ered via Rs. Since the result- 
ing current flows continu- 
ously, the value of Ra is cho- 
sen to ensure that with a bat- 
tery voltage of 12 V it does 
not exceed 1.9 mA. This level 
of current is quite sufficient 
for a low-current LED. 

fW Cohaupt - 961109] 

















The stroboscope is especially 
intended for use on motorcy- 
cles with electronic ignition, It 
has a fixed duty factor (pulse 
pause ratio), so that, irrespec- 
tive of the engine speed, the 
LEDs light the flywheel at a 
fixed distance of 1-2°. The 
output is buffered. The out- 
put voltage is directly propor- 
tional to the engine speed. 





PARTS LIST 

Resistors: 

Ry-Ry = 100.2 

Ris, Ав, Rio, Ryo = 22 kt 

Яр, Ro, Rig, В = 100 kQ 

Ву = 1kQ 

Ry; = 4709 

Р, = 100 КО, multiturn, up- 
right 

Pa = 500 ©, muititurn, up- 
right 


Capacitors: 

€, = 47 ПЕ 

Сз = 4.7 nF 

C3 = 470 nF 

C4 = 100 nF 

Cs = 1 uF 

Cg = 100 pF, 25 V, radial 


Semiconductors: 
D,-D,2 = 180, high inten- 
sity 


Ty. T2 = BC557 
T3 = BO547 





Integrated circuits: 
IC, = 14810 

IC = 4098 

IC; = САЗ260 


Miscellaneous: 

L, = 100 turns of 0.3 mm 
dia. enamelled copper 
wire; coil diameter about 
30mm 

Kı, Ka = 6-way header 

М; = moving-coil meter 
(see text) 

PCB order по. 964088 (see 
Readers Services towards 
the end of this issue) 
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Stroboscope for motorcycles 





The circuit is powered by 
the motorcycle battery: IC; 
stabilizes this at 10 V. 

Ignition pulses are de- 
tected by Lj, a coil of 100 
turns with diameter of 
30 mm, which is pushed over 
the plug cable. The potential 
induced in the coil is damped 
by Күү. This resistor may be 
replaced by a 1kQ poten- 











1C2 = 4098 
1С3 = CA3260 


tiometer if variable sensitivity 
is desired. 

The induced pulses (width 
about 5 us) appearing at the 
collector of T; are applied to 
monostable 1C». The mono- 
stable is not retriggerable and 
reacts to the trailing edges of 
the pulses; this ensures that 
any noise pulses following the 
ignition pulses cannot upset 
the circuit. 

One of the outputs of IC, 
is used to charge Cs. The po- 
tential across Cs is thus directly 
proportional to the engine 
speed. It is buffered and then 
led out via ICs, to drive a mul- 
timeter or moving-coil meter. 

The other output of IC), 
drives a second monostable, 
IC5,. The duty factor of this 
monostable is held constant 
by integrator IC3, and current 
source Ту. The control range 
extends from 1 Hz to 50 Hz. 
The pulse/pause ratio is set 
with P5. 












The Q-output of IC», dri- 
ves 12 LEDs via emitter fol- 
lower T2. With values of 
К-К, as specified, the peak 
current through the LEDs is 
about 30 mA. The light inten- 
sity of the diodes can be in- 
creased by reducing the val- 
ues of the four resistors to 
68 О. 

The stroboscope is set up 
with the use of the output 
voltage of a 5-V transformer 
or mains adaptor as test sig- 
nal. Connect this signal to the 
input of the stroboscope via а 
1 КО resistor and adjust P, to 
obtain an output voltage of 
6 V in case of a two-stroke 
motorcycle, or to 3 V in case 
of single-stroke | machine. 
Then , adjust P, for a pulse- 
width across the LEDs of 
30 us or 60 us respectively. 

The unit is best built on 
the  printed-circuit board 
shown. The design of the 
board allows the section in- 













































































------------з 























Elektor Electronics 















964088 - 11 


12/96 





tended for the LEDS to be cut 
off to give greater flexibility in 
fitting the stroboscope. The 
unit should be fitted in a 
metal case to reduce spurious 
radiations. 

In the prototype, the LEDs 
were covered by a perspex 
magnifier. The diodes were 
bent inwards to such an ex- 
tent that a clear point of light 
was obtained about 80 mm 
above the magnifying per- 
spex. This extra work is well 
worth it, particularly since the 
light output of the LEDs with 
the short duty factor is small. 

A tip before you start: 
clearly identity the marks oi 
the flywheel with Tipp-Ex' 
or white paint and screen the 
flywheel as much as possible 
from ambient light. 

JEM. Bb - 964088} 














The design, consisting of an 
electret microphone, ampli- 
fier, and moving-coil meter, 
arranges for the meter to give 
a reading that is linearly pro- 
portional to the sound pres- 
sure. Sound pressure meters 
usually have a logarithmic 
scale, but this would make the 
design more complicated. 
Moreover, linear proportion- 
ality results in greater sensi- 
tivity to sound pressure differ- 
ences. If a test CD with noise 
bands in 60-Hz steps is avail- 
able, the meter may be used 
to obtain a frequency charac- 
teristic of a loudspeaker, 

The microphone is a Туре 
MCE2000 electret from 
Monacor. The operating 
point of the FET contained in 
this is set with R}. Resistor Ra 
and capacitor C prevent 
noise on the supply lines from 
reaching the input. 

The operating point of 
op amp IC), is set to half the 
supply voltage with R and 
Ry 

















The degree of amplifica- 
tion is determined by the 
ratio of P, to the output im- 
pedance of the microphone. 
With component values as 
specified in the circuit dia- 
gram, the amplification is 
X60, which makes a 90 dB. 
sound pressure result in full- 
scale deflection of the meter. 


Elektor Electronics 





1-880096 





Sound pressure meter 


In the prototype, P, is then 
roughly at the centre of its 
travel, 

















Capacitor Сү is a bipolar 
electrolytic type, since the 
spread of the FET in the mi- 
crophone may cause the volt- 
age at metering point B to be 
lower than the 4.5 V at the 
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input of the op amp. Note, by 
the way, that the voltages 
shown in the circuit diagram 
are taken from the prototype. 





Half the supply voltage is 
buffered by ІС, so that the 
circuit can be driven by IC), 
without any difficulty, The 
buffering makes an additional 
potential divider in the meter- 
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ing circuit superfluous; this is 
a benefit, because such a di- 
vider affects the meter deflei 
tion and increases the current 
drain. 

The meter, M, is a 30 uA 
moving-coil type with an in- 
ternal resistance of 6.5 KQ. 
The use of a meter with as 
low a current drain as possi- 
ble keeps the voltage drop 
across bridge rectifier Dj-D, 
low. Resistor Rs and diode 
Ds limit the peak current 
through the meter. 

The current drain of the 
complete circuit is only 
1.5 mA. 

The use of a wobbulator 
and the present meter en- 
ables, say, a subwoofer to be 
matched to an existing sys- 
tem. First measure the stan- 
dard speakers at a frequency 
of 400-500 Hz, wobbulated 
over !% octave, The level of 
the signal must be high 
enough to suppress ambient 
noises. Adjust P, for maxi- 
mum meter reading. The, 
apply a 40-50 Hz signal to the 
subwoofer and adjust the ac- 
tive filter in the amplifier or 
subwoofer for an identical 
meter reading. These mea- 
surements should be taken at 
a distance of about 1 m (3 ft) 
from the loudspeakers. 


IT. Gieshens — 964074] 











This circuit converts a serial 
pulse train into a sinusoidal 
output voltage consisting of 
3üdiscrete steps. The 4-bit out- 
put of up/down counter ICI, 
Q,-Qp, is applied to the in- 
puts of a 4-10-16 line demulti- 
plexer, IC3. Counter ІСІ sup- 
plies binary codes that repeat- 
edly scan the range 0000 
through 1111, and then back to 
0000 again, 

The up/down (U/D) input pin 
of the counter is controlled by 
the Qoutput of a bistable, 
IC2a. The reset input of the 
bistable and the load input of 
the counter are connected to à 
power-on reset network, R2- 
Cl, to provide a defined count 
state at power-on. 

Each of the 15 demulti- 
plexer outputs used here is con- 
nected to a precision resistor. 
Only one demultiplexer is low at 
a time, requiring the weighing 
factor of the resistors to be 
made such that the total current 
is sinusoidal (in theory) relative 
to а 2.5-V reference potential 
set up at the — input of IC4 by 
resistors R19 and R21. The 
value of R20 brings the swing of 
the digitized sine-wave into the 
output voltage range of the 
TLC271. The output voltage 
level is set to 1 Vj, by R22. 

The theoretical values of R3 

















The generator produces a si- 
nusoidal signal at a frequency 
of about 1 kHz. This makes it 
suitable for use in a variety of 
measurements, such as the 
testing of an a.f. amplifier. 
The operation of the cir- 
cuit is based on selective 
phase shifts. Each of RC net- 
works Ry-C}, Ry-C>, and Ry 
Су introduces a phase shift of 
60°, resulting in a total shift of 
180°, Transistor T, adds a fur- 
ther 180°, so that the circuit 
as a whole gives a phase shift 
of 360°. This is one of the two 
requirements of an oscillator. 
Resistance R, is the input 
impedance of transistor 
which is about 4.7 kQ, that is, 
roughly equal to R, and R; 
The second requirement 
of an oscillator is the positive 



































pulse train to 


sine wave converter 


















































through R17 are rounded off to 
the nearest available values in 
the E96 series. Unfortunately 
the resulting deviations cause a 
less than perfect shape of the 
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sine-wave. The overall result is 
quite acceptable, though, for 
most practical purposes. 

The maximum input fre- 
quency that may be applied to 





a.f. generator 





= 1.15 kHz. 








feedback provided by P}. This 
potentiometer sets the ampli- 
fication of Тү and thus the 


26 RC 2--\6-4,7-10°-12-10” 


output voltage level of the 
generator. 
The oscillator frequency, 
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the circuit is about 3 MHz, while 
the overall scaling factor is 30. 
The circuit draws about 3 тА 
from a regulated 5-V supply 
[Design by H.Bonekamp- 96407] 


fo» is determined solely by the 
values of the three Rc net- 
works: with values as speci- 
fied, it is 1.15 kHz: 


fo = V2n6nc. 


The collector voltage of T, 
is applied to the output of the 
generator via emitter follower 
т, 

For optimum operation, 
P, must be adjusted to give an 
output voltage of 2.5 Vpps 
that is, 1.78 V r.m.s. 

The total harmonic distor- 
tion, THD, is better than 
-30 dB. 

The circuit draws a current 
of about 6 mA. 

TH. Bonckamp - 964064] 
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This circuit automatically dis- 
connects a mid-range loud- 
speaker or a tweeter from the 
output of an amplifier when too 
much power is applied. A relay 
with a normally closed (n/c) 
contact is used as the switching 
device. 

The relay coil voltage is de- 
rived from the loudspeaker sig- 
nal with the aid of bridge recti- 
fier, Bl. A current source, T2, is 
used to ensure a reasonably 
constant coil current. To ensure 
that the maximum coil current 
does not depend too much on 
level of the loudspeaker signal, 
the voltage across R2 is limited 
to about 1.2 V by an LED, D: 
The maximum energizing cu 
rent is then about 66 mA. The 
6-V Siemens relay used here 
has a coil resistance of about 
80 2. To keep the extra load on 
the amplifier to a minimum, the 
relay receives a coil voltage 
which is a little below the nom- 
inal value. Remember, the cir- 
cuit draws current even when 
the relay is not energized! For- 
tunately, the current consump- 
tion is negligible at signal levels 
up to 5 V 








peak 


The АР8037 is a rather special 
opamp because its positive and 
negative inputs have internal 
clamps. The clamp at the пера- 
tive input is essential for the op- 
eration of the circuit shown 
here, which does not work with 
апу conventional opamp fitted 
instead of the AD8037. 

According to Analog De- 
vices, the full-wave rectifier 
works well up to 20 MHz. The 
distortion is significantly lower 
than that of diode-based full- 
wave rectifiers, especially at 
high frequencies, Applications 
of the circuit include AM signal 
detection, high-frequency а.с. 
voltmeters and various arith- 
metic operations. 

When the negative half- 
cycle is applied, the circuit 
acts as а regular unity gain їп- 
verting amplifier (o 
R5/R3=—1). When the signal 
is positive, the negative clamp 
prevents current flow through 
the feedback circuit. This is 
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loudspeaker protector 


The saturation current 
which flows through the J. 
current source, Tl, is about 
4 mA, enabling a low-current 
LED to act as a visual ‘over- 
load’ indicator. Turn the vol- 
ume down when the LED 
lights! A zener diode is con- 
nected in series with the current 
source and the LED to define. 





the threshold at which the relay 
toggles. The zener value shown 
here results in an actuation 
level of about 7.5 V, or about 
5W into 89. The loud- 
speaker is connected again at a 
power level of about 3.5 W. 
Note that these are average 
power levels, so you may get 
quite different results when 





к, r9 
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testing with music or white 
noise (13 W off, 5 W on). Net- 
work R1-C1 is a rudimentary 
peak detector which helps to 
improve the response of the cir- 
cuit to noise. 

The circuit works fine from 
a frequency of about 60 Hz. At 
lower frequencies, the relay 
may chatter. The protection is, 
therefore, mainly suitable for 
mid-range drive units and 
tweeters 

If you want to use the pro- 
tection for higher signal levels, 
it is recommended to use a 12. 
V relay, and change the value 
of R2 according to 
R2 = 12V / (ш) 








where Inom is the nominal coil 
current of the relay. The calcu- 
lated value of R2 is then 
rounded off to the nearest 
(higher) E12 value. 

FET TI limits the maxi- 
mum permissible input voltage 
to about 38 V. Current con- 
sumption of the protector is 
about 70 mA when actuated. 
The indicated test voltages 
apply to that state. 


[Design hy T: Giesberts - 964077) 


high-speed full-wave rectifier 











achieved by driving the posi- 
tive input (behind the clamp) 
with the same signal as the 
negative input. Consequently 
the output signal is then a 
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copy of the input signal. 

A possible problem is the 
input impedance variation 
caused by the clamp action. As 
soon as the clamp is actuated, 
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the — input receives the same 
signal as the input of the circuit, 
so that the input impedance 
rises from the value of R3 to a 
much higher value. The recti- 
fier should, therefore, be driven 
from a source with a very low 
impedance. 

The symmetry of the output 
voltage is tweaked using preset 
P1. The positive input is only 
active as long as the negative 
clamp is not actuated. In other 
words, only when the input sig- 
nal is negative. 

The other preset, P2, is 
used to null the output offset 
voltage. This preset controls 
the offset via the negative 
input, so it is active during the 
entire input signal. 

Current consumption of the 
fast rectifier is about 25 mA. 
The measured effective band- 
width is greater than 5 MHz. 
The input voltage should be 
smaller than 2.8V peak. 


[Source: Analog Devices - 964078] 





Centronics 1/0 port 








REM ...... cecssecees DEFINE ADDRESSES, CLEAR SCREEN 
ADDRESS = &H378: REM SEL. PRINTER PORT ADDRESS &H278/48378/&H3BC 
сз 

PORT = 0: INOUT = GHEF - B: REM ADDRESS MULTIPLEXER ENABLED 


DATAADDRESS = ADDRESS 
STATUSADDRESS = ADDRESS + 1 
COWTROLADDRESS = ADDRESS + 2 
REM .... ER 
OLDDATA = INP(DATAADDRESS) 
OLDREG2 = INP(CONTROLADDRESS) 
OUT CONTROLADDRESS, &НРО: 
REM. E dea 
FOR PORT = 0 TO 3 

GOSUB ENABLEPORTOUT: 

60508 OUTPUTTEST: 

GOSUB DISABLEPORTOUT: 

NEXT PORT 

FOR PORT = 4 TO 7 

GOSUB DISPLAY 

GOSUB INPUTTEST: 


-. SAVE OLD OUTPUTS 





REM INITIAL CONTROL SETUP 
TEST ROUTINES 





REM ENABLE OUTPUT PORT X 
REM TEST OUTPUT 
REM DISABLE OUTPUT PORT X 


REM DISPLAY INITIALISATION 
REM TEST INPUT PORT X 








NEXT PORT 
GOSUB RESTOR: REM RESTORE OLD OUTPUT 
END 

CIE CIT RESTORE OLD OUTPUT 

RESTO? 

OUT DATAADDRESS, OLDDATA: OUT (CONTROLADDRESS), OLDREG2 
RETURN 

REM ани aes STRORE ‘PULSE 





STROBE: 
І = INP(CONTROLADDRESS) 


OUT (CONTROLADDRESS), (I AND 30): REM STROBE OUTPUT LOW 








OUT (CONTROLADDRESS), (I OR 1): REM STROBE OUTPUT HIGH 
RETURN 

REM .. SELECT PULSE 
PULSESELECT. 


І = INP(CONTROLADDRESS) 
OUT (CONTROLADDRESS), (І AND 247): REM SELECT OUTPUT LOW 
OUT (CONTROLADDRESS), I: REM SELECT OUTPUT HIGH 





RETURN 
REM .. + WRITE OUTPUT 

PORTOU- REM CHANGE OUTPUT PORT 0 TO 3 
PORT = PORT AND 7: IF PORT > 3 THEN RETURN: REM CHECK PORTNUMBER 


OUT DATAADDRESS, PORTDATA: GOSUB PULSESELECT: REM DATA IN BUFFER 
INOUT = (INOUT AND 248) OR PORT: REM SELECT PORTNUMBER 

OUT DATAADDRESS, INOUT: GOSUB STROBE: REM SET PORTNUMBER 

І = INP(CONTROLADDRESS): REM GET OLD VALUE 

OUT (CONTROLADDRESS), (I OR 2): REM AUTO LOW 

OUT (CONTROLADDRESS), (I AND 253): REM AUTO HIGH 





RETURN 
REM . ENABLE OUTPUT PORT X 
ENABLEPORTOU REM CHANGE OUTPUT PORT 0 TO 3 





PORT = PORT AND 7: IF PORT > 3 THEN RETURN: REM CHECK PORTNUMBER 
INOUT = INOUT AND (255 - (2 ^ (PORT + 4))): 
REM SELECT ENABLE OF PORT- 





NUMBER 











The printer port 
of a PC may be 
misused simply 
as a digital 1/0 in- 
terface. The pre- 
sent circuit pro- 
vides 32 outputs 
and 20 inputs. 
When the 
printer port is 
used as an out- 
put, the software 
deals with an 
8-bit data word 
and a 4-bit con- 
trol word. When 
it is used as an 
input, a 5-bit sta- 
tus word comes 
into play. The 
software locates 
these three regis- 
ters at the data 
address, the con- 
"M trol address and 











OUT DATAADDRESS, 
RETURN 
REM . 
DISABLEPORTOUT: 
PORT = PORT AND 7: 
INOUT = INOUT OR (2 
OUT DATAADORESS, 
RETURN 


INOUT: GOSUB STROBI 





(PORT + 4)) 


REM AC ANTES 
IMPORT: REM READ INPUT PORT 4 TO 7 
PORT = PORT AND 7: 
INOUT = 

OUT DATAADDRESS, 
І = INP(CONTROLADDRESS) 

OUT (CONTROLADDRESS), (I OR 2): REM 
PORTATA = INP(STATUSADDRESS): REM 
OUT (CONTROLADORESS), (I AND 253): 











PORTDATA = ((PORTDATA OR 7) 
RETURN 

жий: {же ak 
DISPLAY: 


LOCATE 9, 20: PRINT “PORT 
LOCATE 11, 21: PRINT PORT 
VALUE = PORTDATA 


1w/oUr* 





FOR I = 0 TO 7 
LOCATE 11, (32 - I) 
REST = VALUE MOD 2: VALUE = VALI 


IF REST = 0 THEN PRINT “O 
NEXT 1 
RETURN 
ТРЕЯ 
OUTPUTTES: 
FOR PORTDATA = 0 TO 255 
GOSUB DISPLAY 
GOSUB PORTOUT 
REM FOR J = 0 TO 1000; 


ELS! 











NEXT 
IF INKEY$ <> ** THEN STOPPED = 1 





REI 


IF STOPPED THEN PORTDATA = 255 
NEXT PORTDATA 





IOUT: GOSUB STROBE: 





IF PORT < 4 THEN RETURN: 
(1NOUT AND 248) OR PORT: REM SELECT PORTNUMBER 
INOUT: GOSUB STROBE: REM SET PORTNUMBER 


the status address г 
tively. 
The data word can be 
processed in two ways. If it is 
used for selecting a group of 
1/0 lines, it is stored in IC» 
it concerns the data that have 
to appear at the output, these 
are stored in IC). 

Storing in IC» occurs at 
the command of the strobe 
pulse. The output signals of 
IC» are used for selecting the 
various 1/0 elements. To this 
end, the output signal is split 
into two nibbles. One of these 
goes to the 3-to-8 converter 
(1C); the other provides the 
four control signals for the 
enable inputs of IC4-IC;. 
Since the output signals of 
IC; can be switched with the 
aid of the auto signal, it is 
readily possible to address the 
same input and output. 


espec- 

















REM ENABLE PORTNUMBER 


DISABLE OUTPUT PORT X 
REM CHANGE OUTPUT PORT 0 TO 3 
IF PORT > 3 THEN RETURN: REM CHECK PORTNUMBER 


REM SEL.DISABLE OF PORTNUMBER 
REM DISABLE PORTNUMBER 


READ INPUT PORT X 





REM CHECK PORTNUMBER 


ENABLE INPUT 
READ INPUT 
REM DISABLE INPUT 


\ В) XOR 16: REM CALCULATE INPUT 


DISPLAY INPUT OR OUTPUT VALUE 


REM CALCULATE BINARY VALUE 


UE \ 2 
E PRINT "1" 





OUTPUT TEST ROUTINE 


M DELAY 
ELSE STOPPED = 0: 
REM STOP IF KEY PRESSED 





IF STOPPED = 0 THEN GOTO OUTPUTTEST 
WAITI: IF INKEYS <> "= THEN GOTO WAITI: 

REM WAIT UNTIL NO KEY 
PRESSED 
RETURN 
REM 5 ... INPUT TEST ROUTINE 





INPUTTEST: 
GOSUB INPORT: 
ІР BACKUP <> PORTDATA THEN GOSUB DI 


BACKUP = PORTOATA 
IF INKEYS = -" THEN GOTO INPUTTEST 
WAIT: 
RETU 





REM READ INPUT 
5РІАҮ: 
REM DISPLAY DATA IF CHANGED 


IF INKEYS <> “= THEN СОТО WAIT2 
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The outputs are formed by 


four 8-bit registers. At the 











clock pulse, 


registers acquire the 


ata on the data bus (dı 








lata 


d 


ег port). 


enable input of the regis- 


ines from the print 


lin 
The 


ters ensures that the outputs 


can be s 


1 to the high-imped- 





ance mode. 


card 


vo 


The inputs of the 


composed of four buffers, 


are 


hich five channels are 


used at all times. This 


of wi 


ives a 





total of 20 digital inputs. The 


five input signals that have to 


be processed simultaneously 


are returned to the РС via five 


control lin 


МЕ, 


es: ERROR, ONLI 





and Busy. These bits 


may be read via the five high- 


PE, ACK 


est bits in the status word. 
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The software ensures correct 
reproduction of the measure- 
ment results. 
he circuit is readily con- 
nected to the printer port via 
а 1-to-1 link 

When the hardware is 
built and tested, the program 
whose listing follows may be 
used. Since everything is writ- 
ten in BASIC, the software is 
easily adapted to individual 
requirements. 





ТА Rietjens 


PARTS LIST 
Capacitors: 
C,-C,1, Суз = 100 nF 
Ci; = 1000 ШЕ 16 V 


Integrated circuits: 

IC}, ICo, 14-16; = 
74HCT574 

IC; = 74HCT138 

ICg-lCq4 = 74HCT245 

ICyp = 7805 


Miscellaneous: 

K, = 25-way right-angled 
sub-D plug 

Kar = 40-pin box header 








Monolithic їп- 
tegrated voltage-to-frequency 
converters or logarithmic 
converters often need a posi- 
tive-direction input current. 
However, the relevant sensor 
or the associated circuit in the 
converter sometimes provide 
egative-direction current 
The resulting difficulty is re- 
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moved by the present cir- 
cuit. 

Transistors Ту, and 

Typ are contained in a 

dual Type SSM2210 

from Burr Brown. In 

the present circuit they 





are connected as diodes. The 
negative-direction input cur- 
rent I; flowing into the invert- 
ing input of IC, produces a 
positive output voltage from 
the op amp, which is roughly 
equal to 


the base-emitter 





























voltage of Tja- 

Assuming that the charac- 
teristics of Tj, and Ty, are 
identical and that the offset 
voltage of IC, is negligible, 
the current at the output of 
the circuit, Jọ, has a positive 
direction and its level is equal 
to that of the input current. 

In the circuit, an input volt- 
age of 1 V is assumed: all other 
potentials are referred to this. 

Note that in contrasts to 
several other types of con- 
verter, the SSM2210 has in- 
ternal protection diodes be- 
tween base and emitter, so 
that these need not be fitted 
externally 

[Burr-Brown Application - 964063] 








CORRECTIONS & 





64-channel logic analyser 
(May 1996, p. 35-43, 960033) 


Constructors using the ready-made print- 
ed circuit boards for this project should 
note that capacitors C25, C35 and C45 
were not included in the circuit diagrams, 
PCB layouts and parts lists as printed in 
the magazine. These capacitors afford 
additional supply decoupling, and should 
have a value of 10uF, 16V. 

Channels 48 through 64 (probe D) are 
not available because 1С40 can not be 
selected. The problem is simple to solve 
by connecting pin 28 (CSO) and 32 (CST) 
of IC40 to ground (see drawing). The cir- 
cuit diagram on page 38 should be cor- 
rected likewise. 

Finally, on the main board, copper 
tracks run very close to the board mount- 
ing hole near pins 49/50 of connector K4. 
Care should be taken not to cause short- 
circuits here by PCB spacers or screws. 


Matchbox BASIC computer 
as data logger 
(September 1996, p. 18-21, 960065) 


Owing to a conversion mistake in the elec- 
ironic page layout process, all underscore 
Characters (_) have disappeared from the 
listing on page 19. Readers wishing to 
obtain a free copy of the corrected listing 
(on paper) may apply to our Customer 
Services department in Dorchester. 


SIMM tester 
(February 1996, p. 18-26, 960039) 


If fast SIMMs are tested, a bus conflict 
may arise, causing a latch-up situation 
and an incorrect message stating that the 
SIMM is faulty. This may happen because 
buffer (C13 uses the RD signal to reverse 
its direction, while the SIMM does so 
using the WR signal. 
This problem may be solved as follows: 
a. Disconnect pin 1 of IC13, and connect 
it to pin 12 of IC8 (a non-used inverter). 
b. Disconnect pin 13 of IC8, and connect 
it to pin 2 of IC7 (WR). 
с. Disconnect pin 19 of IC13, and con- 
nect it to pin 2 of I8. 


Keyboard swap for PCs 
(June 1996, p. 40-43, 950126) 


Because resistors R5 and R6 may form 
а too large load for IC1, the РС may not 
receive anything although the LEDs indi- 
cate that one of the keyboards is active. 
This problem may be solved by increas- 
ing the value of R5 and R6 to 1kQ. If the 
LED intensity is reduced too much, high- 
efficiency LEDs should be used. 
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Video test chart generator 
(October 1996, p. 24-29, 960076) 


The S-VHS output may oscillate. This 
problem may be solved by fitting a 
330-pF ceramic capacitor between 
junction R16/C3 and the ground con- 





nection of C11 (at the underside of 
the board, see drawing). 

The value of capacitor C14 has to be 
increased from 100nF to 470nF. 

The modulator case has to be soldered 
to the ground plane of the PCB. This may 
be achieved by fitting solder pins near the 
corners of the modulator (drill additional 
holes), or by removing the protective lac- 
quer in these locations, and solder the 
modulator case directly to the ground 
plane. 


U2402B battery charger 
(April 1996, p. 10-15, 950120) 


In the circuit diagram on page 12, the 
Switch identified as S2a (near R22) should 
be S2c. 


Oscilloscope prescaler 
(November 1995, p. 28-34, 950115) 

А number of readers have reported tim- 
ing problems with the RAMs used in the 
circuit. For these RAMs, a short period 
appears to be necessary between the 
‘address stable’ and ‘write enable low’ 
instants. 


Two solutions are available: 

1. Use the type GM76C28A-10 from Gold- 
star in position 1C13. This RAM chip 
was also used in our prototype. 

2. Modify the PCB as follows: 

- desolder the socket for IC9; 

- cut the connection between pins 1 and 
2 of IC9 at the component side of the 
board; 

- fit a new IC socket; 

- connect a short isolated wire between 
pin 2 of IC9, and pin 10 of IC6. 


The latter solution causes a delay of 
238 ns on the WE line, enabling the cir- 
cuit to work with RAMs having a specifi- 
cation other than t,,=0 also. 
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Integrated Circuits 
Digital, Audio 
20-bit stereo A/D converter for digital audio >100 dB stopband attenuation 
0.005dB passband ripple 
/ Low power dissipation: 550 mw 
power-down mode 
~ Pin compatible with CS5389 


Manufacturer 
Sm ии лэ аР лит 
Га wea s mw 


тени ФР ФР NN 
Semiconductor Corporation 
Application Example 

20-bit analogue-to-digital converter (ADC), Elektor 
17847, Austin, TX 78760, U.S.A. Tel (512) 445- Electronics December 1996. 
7222, fax (512) 445-7581 


European sales office; Crystal Semiconductor (UK) 





| Ltd., Lyons House, 2 Station Road, Frimley, Surrey лано k Е ! Мсн 

GU16 БНР AINL+ з ж D AINR+ 
AINL- C « ж Û AINR- 

Description ACAL Cs a D VA- 
The C$5390 is a complete analogue-to-digital LGND Cé a D VA+ 
(A/D) converter for stereo digital audio systems. It VL+ C? 22 D ICLKA 
performs sampling, A/D conversion and anti-alias TSTO1 Ce ^» D TSTO2 
filtering, generating 20-bit values for both left and DCAL C» ? D OCLKD 
right inputs in serial form. The output word rate DD fw "ПЕЧКЕ 
can be up to 50 kHz per channel UE үз z m 
The CS5390 uses 5th-order, delta-sigma modula- UR і 5 є D FSYNC 
tion with 64 x oversampling followed by digital fil- SCLK © u ıs D SDATA 
tering and decimation, which removes the need for 
an external anti-alias filter. The ADC uses a differ- зез015-12 
ential architecture which provides excellent noise 
rejection. 


The С55390 has a filter passband of dc to 
21.7 kHz. The filters have linear phase, 0.005 dB 
passband ripple, and >100 dB stopband rejection 


Features 

V 110 dB dynamic range 

v THD + N better than — 100 dB 

/ Adjustable system sampling rates including 

32 kHz, 44.1 kHz and 48 kHz 

¥ Complete CMOS stereo A/D system 
delta-sigma A/D converters 
digital anti-alias filtering ” - 
S/H circuity and voltage reference 

м Internal 64 x oversampling 

v Linear phase digital anti-alias filtering 
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Pin Descriptions 
Pin Ret. Description 
15 — |SDATA | Serial Data Output. Audio data bits are presented MSB fist in 2 complement format 
| Frame Synchronization Signal. in master mode (SMODE high), FSYNC is an output which goes | 
high coincident with the start of the first SDATA bit (MSB), and falls low immediately after the 16th | 
SDATA audio data bit 
їп slave mode (SMODE low), FSYNC is an input which controls the clocking out of the data bits on 
16 FSC SDATA. FSYNC is normally tied high, which causes the data bits to be clocked out immediately fol- 
lowing L/R transitions. If it is desired to delay the data bits from the L/R edge, then FSYNC must be 
low during the delay period, Bringing FSYNC high will then enable the clocking out of the SDATA 
bits. Note that the MSB will be clocked out based on the L/R edge, independent of the state of 
FSYNC. 
7 |+ Positive Digital Power. Positive supply for the digital section. Nominally +5 V. 
18 — |DGND Digital Ground. Digital ground for the digital section 
| Digital Section input Clock. ICLKD clocks the digital fiter and is the source for modulator sampling 
clock, OCLKD. The required ICLKD frequency is determined by the desired output word rate and the 
19 ficko CMODE pin. it CMODE is low, ICLKD is 256% the desired output word rate. If CMODE is high, 
ICLKD is 384» the output word rate. For example, with CMODE low, ICLKD is 12.288 MHz for an 
output word rate of 48 kHz. 
20 OCLKD Digital Section Output Clock. OCLKD is always 128% the output word rate. Normally connected to 
ICLKA. 
| Analogue Section Input Clock. This clock is internally divided by 2 to set the modulators sample 
z ud rate. Sampling rates, output rates and digital fiter characteristics scale to ICLKA frequency. ICLKA 
Р frequency is 128% the output word rate, For example, 6.144 MHz ICLKA corresponds to an output 
word rate of 48 kHz per channel, Normally connected to OCLKD. 
23 jv Positive Analogue Power. Positive analogue supply. Nominally +5 V. 
24 va- Negative Analogue Power. Negative analogue supply. Nominally — 5 V. 
Differential Right Channel Analogue Inputs. Analogue input connections for the right channel dif- | 
2526 | AINR—.AINR+ | ferential inputs. Nominaly 14 72Vpq (differential) full-scale. 





2728 | VREF-,vREF+ | Voltage Reference Outputs, Nominally +3.68 V (VREF+) and – 3.68 V (VREF—). Note the negative | 
output polarity on VREF— | 






igital Characteristics 





д VA+, VL+, VD+ = 5V: 45%; VA 
Parameter Symbol | Min | Typ | Max | Units 
High-level Input Voltage | Ун |70%\б+| i ж [у 
| Low-level Input Voltage % | | - зю v | 
High-level Output Voltage at Ig = — 205A ] You | 44 | - uy. 
Low-level Output Voltage at |, = 205A Tm | ] = Per * 
Input Leakage Current — z — pde qox forte |^ 
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Analogue characteristics 


| (Ta = 25°C; VA+, VL+, VD+ = 5V, VA~ = = 5V; Full-scale input signal sinewave, 1kHz; Output word rate = 48 kHz; SCLK 
3.072 MHz; Source impedance = 3922 with 6.8nF across AIN+,AIN—; measurement bandwidth is 20Hz to 20kHz unless 


otherwise specified; Logic 0 = OV, Logic 1 = VD+ 
[эта мо | Зр, E | mis | 


Resolution | 20 e E Bits 
Dynamic. Pertormance E RT. | 
Dynamic Range | TBD 107 ~ dB 
(A-weighted) | - | 110 - dB 

a | 1 | 














Parameter 































| Total Harmonic Distortion + Noise 
















ов 
THD+N | 
POL * 





Interchannel Phase Deviation 








Interchannel Isolation 
de Accuracy | 
Interchannel Gain Mismatch 











[Gain Dit 


[Bipolar Offset Error (after calibration) _ 

































Common-Mode Rejection Ratio 
Power Supplies 




















Power Supply Current (VA+)+(VL+) We = 37.5 55 mA 
with APD, DPD low w-[w | - | 975 | 55 | m 
(Normal Operation) w+ |b, | - | 350 | тво | mA 
Power Supply Current бизим. | - | 10 | - |» 
with APD, DPD high va- | h- | {100 | - | pA | 
| (power-down mode) vo+ [ hp, Гаю | - [wA | 
| Power Consumption (APD, ОРО iow) | PON | - | 550 | TBO | mW 
| (APD, ОРО high) | ms| - | 15 | | nw 
Power Supply юк paa | - | 6 | - | d 
Rejection Ratio (29 kHz to 3.046 MHz) z 90 5 48 





Note 1: specified tor a fully differential input + (АМЕ +) — (AINR-—)). The ADC accepts input voltages up to the analogue 
supplies (VA+, VA—). Full-scale outputs will be produced for differential inputs beyond Viy. This value is subject to the 
gain error tolerance specification 
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Pin (Rel. |Description 


1 | AGND | Analogue ground. Analogue ground reference 
Analogue Power Down. Analogue power down command. When high, the analogue circuitry is in 
2 (ар | power-down mode. APD is normally connected to DPD when using the power-down feature, APD 


should be connected to AGND if analogue power-down is not used. 


| Differential Left Channel Analogue Inputs. Analogue input connections for the left channel differen- 


34 |AINL+,AINL— | tial inputs. Nominally 14.72 V,, (differentia) full-scale. 


Î Analogue Calibrate. Analogue section calibrate command. When high, causes the left and right 
channel modulator inputs to be internally connected to AGND respectively. Should be connected to 
DCAL 


| Logic Ground, Ground for the logic portions of the analogue section, 





[Positive е Logic Power. Positive logic supply for the analogue section Nominally +5 V. 


Test Output. These two pins are bonded out for factory test outputs. They must not be connected lo 
any external component or any length of PC trace. 











ital Calibrate Output. DCAL rises immediately upon entering the power-down state (DPD 

| brought high). It returns low 4096 L/R periods after leaving the power down state (ОРО brought 
| ow), indicating the end of the offset calibration cycle (which = 85.33 ms with a 12.288 MHz 
ICLKD). May be connected to ACAL. 


Pin Descriptions 





Digital Power Down. Digital section power-down command. Bringing DPD high puts the digital sec- 
tion into power-down mode. Upon returning low, the ADC starts an offset calibration cycle, This 
takes 4096 UR periods (85.33 ms with a 12.288 MHz ICLKD). DCAL is high during the calibrate 
cycle and goes low upon completion. DPD is normally connected to APD when using the power 
down feature. A calibration cycle should always be initiated after applying power to the supply pins. | 


1 — |cMopE Clock Mode Select. CMODE should be tied low to select an ICLKD frequency of 256 the output 
word rate. CMODE should be tied high to select an ICLKD frequency of 384 x the output word rate. 


Serial Interface Mode Select. SMODE should be tied high to select the serial interface master 

| mode. SCLK, FSYNC and L/R are outputs generated by internal dividers operating from CLKD. 
SMODE should be tied low to select serial interface slave mode, where SCLK, FSYNC and UR are 
| all inputs. In slave mode, L/R, FSYNC and SCLK need to be derived from ICLKD using external di~ 
viders. 


Left/Right Select. in master mode (SMODE high), UR is an output whose frequency is at the out- 
put word rate. LR edges occur 1 SCLK cycle before FSYNC rises. When L/R is high, left channel 
data is on SDATA, except for the first SCLK cycle. When L/F is low, right channel data is on SDATA, 
except for the first SCLK cycle. The MSB data bit appears on SDATA one SCLK cycle after L/R 
з uf changes. 
In slave mode (SMODE low), UR is an input which selects the left or right channel for output on 
SDATA. The rising edge of UR starts the MSB of the left channel data. L/R frequency must be equal 
to the output word rate. 
Although the outputs of each channel are transmitted at different times, the two words in an LR 
cycle represent simultaneously sampled analogue outputs. 
Serial Data Clock. Data is clocked out on the falling edge of SCLK. 
їп master mode (SMODE high), SCLK is a continuous output clock at 64% the output word rate. 
In slave mode (SMODE low), SCLK is an input, which requires a continuously supplied clock at any 
frequency from 32x to 128% the output word rate (64 is preferred). When FSYNC is high, SCLK 
clocks out serial data, except for the MSB which appears on SDATA when UR changes. 
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14 — |SCLK 
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Burr-Brown's integrated cir- 
cuit Type UAF42 is a general- 
purpose active filter that may 
be used as a high-pass. a low- 
раз», a band-pass, or a band- 
stop section. It is designed in 
the traditional state-variable 
architecture with an inverting 
amplifier and two integrators. 
The 1000 pF +0.5% integra- 
tor capacitors are on the chip, 
Which makes looking for such 
loss-free, high-precision de- 
vices unnecessary, 
Nevertheless, some of the 
other external components 
may be difficult to obtain, 
which is the reason that Burr- 
Brown can provide pos pro- 
gram ‘Filter42.exe V1.0", to 
simplify the computation of 
Butterworth, Chebyshev and 
Bessel filters. In the program, 
simply choose the wanted fil- 
ter type, the slope, minimal 
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Nowadays. the design of 
тапу oscillators is based on а 
couple of logic gates and a 
crystal. Unfortunately. these 
oscillators are very noisy and 
have а tendency to overdrive 
the crystal. These drawbacks 
adversely affect the short- 
term as well as the long-term 
stability, 

Oscillators using bipolar 
transistors or FETS perform 
much better, but it means, of 
course, that the oscillator cir- 
cuit must he tuned to the 
crystal frequency. 





Elektor Electronics 


TT 








attenuation in the cut-off 
areas, the cut-off point(s), 
and some other parameters, 
and the computer produces 
not only a list with compo- 
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nent values, but also а com- 
puted phase and frequency 
characteristic. 

The diagram shows an in- 
verse 2nd-order Chebyshev 








ive filter Type UAF42 


low-pass filter with an attenua- 
tion of 40 dB and a cut-off fre- 
quency of 1 kHz. The program 
shows that this filter attains 
the wanted attenuation at a 
frequency of 7.1 kHz. Маҳі- 
mum attenuation is obtained 
at 10 kHz, after which it grad- 
ually drops back to 40 dB. 

The filter draws a current 
of 6 mA. 

The overall distortion at 
100 Hz is <0,001% with an 
input voltage of 1 V rms 
and a bandwidth of 80 KHz. 

Тһе maximum input volt- 
ge is 1.03 V. 

The transfer amplification 
ds X0,986 (-0.1 dB). 

The Ic is eminently suit- 
able for experimentation with 
all kinds of filter. The price of 
the iC. includes the develop- 
ment program, 


[Burr Brown edi] 
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Bia this filter by conne 
in the "Filter flock Diagram’ above. s 
detalied schematics of subcircolts. Wy 











in the "Filter Component Values! table, emit the 





Pacsband gain + 
pore 


391.8 VAV (05.00 ав) 
7 V vicis] 





ting Filter subeireulté in order as shown 
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The present circuit is a 
Colpitts oscillator specially 
designed for a 16 MHz crystal 
that requires a shunt capaci- 
tance of 20 pF. Feedback is 
provided by capacitive divider 
СС, which. owing to the 
resonance current, functions 
like a kind of ашо trans- 
former. 

The output voltage is 
transformed up, so that the 
overall amplification is > 1. 

In this type of oscillator, 
there is no likelihood of the 
crystal being overdriven, 





In contrast to Ihe square- 
wave output of a gated oscil- 
lator, the output of the pre- 
sent Oscillator is а sine wave, 
so that the phase noise is con- 
siderably less. (In a gated os- 
cillator, the instant that the 
gate changes state is deter- 
mined primarily by amplitude 
noise and this produces phase 
noise). 

The oscillator output level 
is around 1.5 V. 

The circuit draws a current 
of about 2 mA. 
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This is another device for 
making working with the logic 
analyser published in our 
May 1996 issue more conve- 
nient. It increases the versatil- 
ity of the analyser 

The probe, consisting of 
an IC socket and а box 
header. enables the direct dis- 
play on the analyser of the 
channels of a buffer ic. As in 
other projects, the pinout fol- 
lows that of the Hewlett- 
Packard analyser. To enable 








logic probe for buffer ICs 


all pins of the buffer 1€ to be 
measured, it is possible with 
the aid of two jumpers to se- 
lectively interchange pins | 
and 19 with pins 12 and 11. 
The pcp is not available 
ready made, but is fairly sim- 
ple to make or have made. 
In the space reserved 
for IC, there is no 
standard 
socket 
but 
two 
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Strictly speaking, the title 
current limiting’ is not en- 
tirely right, since the circuit it- 
self does not limit, but de- 
tects. When the current 
through the load is too high 
pin 3 of IC, goes low. Reset 
switch S, needs to be oper- 
ated to make the pin high 
again. but this is, of course. 
only possible after the current 
has dropped to an acceptable 
level. For whichever purposes 
the level change at pin 3 is 
used is up to individual re- 
quirements. 

The circuit uses the com- 
arator and bistable in the 
55, which often are not used 
at all. Resistor Ra functions 
current sensor. Since the drop 
across this resistor is not 
needed to switch on а transis- 
tor, it need not be large, Con- 
sequently, the supply voltage 
is nearly equal to the input 
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rows of long IC pins that pro- 
trude at the track side of the 
board. After they have been 
soldered in place, they may be 
lengthened with one or more 
sockets at the track side, 
The Ic to 
һе tested is 
mounted 
ut the 
top of 
the 
board 
onto 
the 
wo 
ows 
of pins. 
he оріс 
Probe is plugged 
into the socket in- 
tended for the ic 
"The probe may be used for 
checking/testing ICS with 
fewer than 20 pins, The only 
proviso is that the earth con- 
nection of the IC coincides 
with pin 10 of IC, 





















JA кеце, eT] 





PARTS LIST. 

IC,, IC; = 74HCT245 to be 
tested 

Kı, Kz = 20-way bok 
header 

4 off jumper 





current limiting with a 555 


potential. so that the dissipa- 
tion of the sensor is tin 
Between pin 8 and earth, 
there is in the 1C a potential 
divider, which provides. the 
two comparators with a refer- 
ence potential. The positive 
inputs of the comparator: 
pins 2 and 6, are linked to Pj 
and S, respectively. The out- 
puts of the comparators con- 
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trol the set and reset input of 
the internal bistable. The out- 
put of the bistable is available 
at pin 3. 

The intention is to adjust 
P, to obtain a potential at pin 
6 that lies just under 2/3 of 
the supply voltage. that is, 
without load, If, because of 
the load, the voltage at pin 8 
drops too much, the potential 








at pin 6 becomes greater than 
that at pin 5. The comparator 
linked to pin 6 then changes 
state and the bistable is reset 
whereupon pin 3 goes low. 
This situation is maintained 
until the reset switch is 
pressed, which pulls the in- 
verting input of the second 
comparator to ground. Th 

comparator then chan, 
state and sets the bistable. 

The prototype worked re- 
liably with supply voltages be- 
tween 5 V and about 14,5 V, 
The current drain is about 
7mA at 10 V. 

Note that the configura- 
tion described results in the 
potential at pin 8 being lower 
than that at various other 
pins. According to the manu- 
facturers’ data, this is all right 
as long as the difference does 
not exceed 300 mV. 
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The present circuit combines 
simplicity and linearity: it is 
highly suitable for use as an 
A-D converter (ADC) for a mi- 
croprocessor. It consists of in- 
tegrator IC, and monostable 
1C5,. The design is such that 
each triggering of the mono- 
stable causes the integrator to 
be discharged, The amount of 
charge is proportional to the 
input voltage. The frequency 
at which all this happens is а 
measure of the input voltage. 

Provided the right compo- 
nents are used, an accuracy of 
eight bits may be obtained 
with a simple converter like 
this. The accuracy is en- 
hanced if the processor used 
does not base the measure- 
ment of the output signal on 
the frequency but rather on 
the duty factor. This is à rela- 
tive measurement in which 
any drift effects are largely 
eliminated. 

The relationship between 
duty factor (df) and input 
voltage (U) is 

















dt = FU Un), 


where Uy is the supply volt- 
age. This assumes that 


Ry = Ra = R32. 


The specified values of the 
components are correct for a 


Digital systems need an inter- 
face to communicate with the 
outside world. Since only volt- 
age drops can be used by the 
hardware. auxiliary circuits are 
often used to convert the am- 
bient data into a logic level, 

A light barrier is a frequently 
used aid to determine the end- 
stop or end-position. When 
the light barrier is interrupted, 
the level at the 1/0 line of a 
computer changes, Since the 
1/0 lines usually work at TTL 
level. an interface must he 
used that can convert optical 
data into TTL. levels. 

In the present design, the 
light barrier is а Type CNY37 
optoisolator, but other types 
will do just as well. ТЇ, for in- 
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U/f converter 























frequency of 48 Hz. This fre- 
quency is inrentionally kept 
low, so that even fair 
processors can still measure 
the duty factor with a resolu- 
tion of eight bits. An addi- 
tional benefit of such a low 
frequency is that any mains 
hum is more easily sup- 
pressed. 

The frequency, fi, is deter- 
mined by 











Jy = VLAR4C [Hz] 


light barrier wi 





(B ive 


stance, an n-p-n version is 
used, only the collector and 
emitter connections of the 
transistor need to be inter- 
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changed. 

The conversion of the ana- 
logue potential level at the 
collector of the transistor into. 





The input voltage range is 
determined by the ratio 
R4/R; and is 0-2.5 V in the 
present circuit. 

To ensure à good start or 
restart of the converter, а 
somewhat unusual reset cir- 
cuit, Ry-C>-D), is used. The 
charging of C» causes the in- 
tegrator to operate into a 
negative direction in the first 
instance, Once the capacitor 
is fully charged, it no longer 
affects the integrator, which 
then operates into a positive 
direction, whereby the cycle is 
begun. 

When the input voltage 
drops below -2.25. V, the con- 


version process stops. A 
restart then needs to be gen- 
erated by the connected 





processor, Which enables the 
reset circuit via Ry, and Dy 


|н. Bonekamp Una 
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th TTL output 


a digital level is effected by a 
Type “A741 opamp. Âl- 
though this is not intended to 
work from a single 5 Vsupply, 
it will do so in the present de- 
sign. 

The output of the ap amp 
is at TTL level. Because of the 
relatively high output imped- 
ance, provided bt Rs, it is not 
advisable to connect the out- 
put directly to a standard TIL 
gate. The use of Ls, Hc, or 
ист versions offers no diffi- 
culties, however. 

When the light barrier is 
on, the circuit draws a current 
of about 18 mA; this drops by 
а few mA when the light bar- 
rier is interrupted. 

JK Walraven - 90078) 
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The peak-to-peak noise of 
many voltage references is 
specified by the makers for a 
bandwidth of 0.1-10 Hz. How- 
ever, when the reference is to 
be used in an A-D convertor 
(ADC), the wideband noise is 
of much greater importance. 

The reference used in the 
present circuit, a Type 
ADS86, consists of an ion-im- 
planted buried zener diodes 
and an integrated output 
buffer. With a bandwidth of 
1 MHz, it contributes unfil- 
tered noise at a level of 
200 uV pp, which is equivalent 
to 334V rms. This is already 
very good compared with 
most bandgap references, but 
with proper filtering the wide- 
band noise may be all but 
eliminated. 

Some voltage references, 
among them (ће AD586, have 
a special pin to reduce noise 
When this pin (8) is linked to 
ground via a 1 uF electrolytic 
capacitor, a first-order low- 
pass filter is formed with in- 
ternal resistance Ry, The cut- 
off frequency of this filter is 
about 40 Hz. 

Although this filter largely 
eliminates the wideband 
noise of the zener, the noise 
level at the output (pin 6) iS 
still around 160 LV pp: This 
noise may be reduced by a 











The present circuit, consisting 
of only a handful of compo- 
nents, enables a mains-oper- 
ated lamp to flash at intervals 
of about one second. It is use- 
ful in, for instance, an alarm 
system to give a visual warn- 
ing, 

Diodes D,-D, rectify the 
mains voltage applied to Кү 
The resulting direct voltage is 
used to charge capacitors C, 
and Cs. Charging continues 
until the breakdown voltage 
of neon lamp Ls is reached. 
The thyristor is then switched 
on, whereupon lamp Ly 
lights. 

At the same time, C, is 
discharged via R and Ds. 
This causes the neon lamp to 
be cut off, so that Th; gets no 
gate current. This results in 








low-noise voltage reference 
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fairly large capacitor between 
output and ground, but this is 
not wholly satisfactory for two 
reasons. In the first place, at 
low frequencies, the output 
buffer/ amplifier has an out- 
put impedance of only a few 
ohms. This impedance is not 
reduced much by the capaci- 
tor. In the second place, the 
capacitor does not improve 
the stability of the output 
op amp. 

А much better solution is 
provided by external filter 
R,-C, in the diagram. This 
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has a cut-off point of 1.6 Hz 
and reduces the noise voltage 
to around 4 «V. 

The passive filter is fol- 
lowed by a precision low- 
noise buffer/amplifier, such as 
the OP27GZ (IC; ). 

The large capacitor, C7, at 
the output of the op amp 
serves a dual function. With 
Ra, it forms а low-pass filter 
with a cut-off frequency of 
about 160 Hz. This reduces 
the noise at the output of the 
opamp to a negligibly low 
level. Also, the capacitor im- 
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proves the stability of the ref- 
erence voltage, since it be- 
haves as a buffer reservoir for 
load variations. Against this, 
the capacitor forms a highly 
capacitive load at the output 
of the op amp. but this com- 
pensated by R and Cj, 
Since electrolytic capaci- 
tors become less effective at 
high frequencies, Су is 
shunted by a 100 nF capacitor 
to ensure that at high fre- 
quencies the output imped- 

ance of IC» remains low 
[H Bonekamp- uiis] 





mains-operated flashing light 


the thyristor being switched 
off at the next zero crossing 
and L, going out. 

Since the thyristor is off, 
C, and С; are charged again, 
whereupon the action repeats 
itself. 

As this is a mains-oper- 
ated circuit, extreme care 
should be taken in the con- 
struction and testing of it. It 
should be impossible for any 
mains-carrying parts to be 
touched when the circuit is in 
operation. Moreover, the dis- 
tance between mains-carrying 
parts should be at least 3 mm. 

Because a high potential 
will exist across the capacitors 
when L» or the thyristor are 
not on, the capacitors should 
have a rating of > 630 V. 
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The digital-to-analogue con- 
verter presented here could 
not be simpler. It consists of 
the logic circuit of a printer 
port of a computer and an 
R-2R network. One of its ap- 
plications is as a sound card, 
but, of course, it can also be 
used in other applications in 
which a digital code has to be 
converted into a voltage 

When the converter is 
used as a sound card, applica- 
tions programs are required. 
Several of these are available 
via freeware and shareware, 
with which, for instance, MOD 
files (that is, Amiga sound 
files) can be made audible 
when the present card is con- 
nected to the printer port of a 
computer. 
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PARTS LIST Ra, Rs, Ву, Rg, Rin, Вз, Rs, Capacitors: Miscellaneous: 
Resistors: Ris, Riz, Rig = 10 KO, 1%, C, = 470 nF, SMD K, = audio socket for board 
Ry, Ro, Ry, Re, Вв, Ryo, Ryo. SMD Co = 10 nF, smo mounting 

Ria. Rig = 20 КО, 1%, мо Ris = 22kQ Ka = 25-way sub-D plug for 







board mounting 






After a battery has been dis- 
charged, it is often found that 
the separate cells have been 
discharged to different values. 
This is, of course, not good 
for the battery and may 
shorten its life considerably, 
which is an expensive busi- 
ness. This danger may be pre- 
vented by discharging the 
cells individually by a circuit 
such as the one in the dia- 
gram. Since this discharger is 
inexpensive to build, several 
can be used in parallel 
Circuit IC, is arranged 
as a comparator, The neces- 
sary reference voltage at it 
inverting input is derived 
from potential divider 
К-К. The level of the ref- 
erence voltage is the same as 
that of a discharged cell, that 





A proximity switch is one 
which requires your hand to 
be merely near it as opposed 
to on it to operate 

The present switch is 
based on a capacitively cou- 
pled oscillator-receiver com- 
bination. If the coupling is 
upset, the output state of the 
receiver alters. The resulting 
change in level may be used, 
for instance, to switch a light 
on or off via a relay 

The switch has four ele 
ments: an oscillator to drive 
the sensor, a selective ampli- 
fier that raises the sensor sig- 
nal, a rectifier, and a com- 
parator. The sensor, located 
between the oscillator and 
amplifier consists of two 
metal strips (about 
100x20 mm) at a parallel dis- 
tance of about 10 mm from 
each other. 

The oscillator, ICj,. may 
be tuned between 7 MHz and 
10 MHz with Ру. The tuned 
circuit formed by L, and the 
capacitance of the sensor is 
designed for a central fre- 
quency of 8.2 MHz. Owing to 
tolerances іп ICj,, it may be 
necessary to give C, a slightly 
different value if P does not 
cover the indicated range. 

The oscillator signal is ap- 





























is, about 0.9 V. 

The non-inverting input of 
IC», is at the same potential 
as the actual cell voltage. If 
this is higher than the refer- 
ence voltage, the comparator 
output goes high, whereupon 
T, is switched on, so that the 
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cell is discharged via Rs and 
the transistor. The value of 
Rs is chosen to give a dis- 
charge current of about 
80 mA. 

Since the collector voltage 
of T, is virtually constant 
(0.2 V), the discharge current 








iCd battery discharger 


drops with falling cell poten- 
tial. When this potential has 
decreased to about 0.9 V, the 
comparator changes state, 
which terminates the d 
charging process. The pro 
may take several hours. 








Resistor Ry provides a 
small hysteresis of about 
3mV. 


The LED at the output of 
the comparator lights when 
the cell is being discharged. 
То keep the current drain of 
the circuit low, it is advisable 











to use a low-current type LED. 
The circuit is powered by a 
mains adaptor followed by 
regulator IC), which converts 
the 9-12 V from the adaptor 





into a stable 





V supply. 


IL Lemmens - 9041 14] 


capacitive proximity switch 


plied to amplifier Ту via the 
sensor. The amplifier is tuned 
to the correct frequency with 
trimmer Сц. The output volt- 
age of the amplifier may be 
varied with P» 

The amplified signal is rec- 
ied and smoothed by Dj. D>. 
C; and Cg, and split into two 
anches. Since the signals rep- 
ent the instantaneous value 
of the potential across the sen- 
sor, one is applied directly to 
the inverting input of com- 














101 = 74HC14 
102 = TLC272 
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parator IC}, while the other is 


applied to peak detector 
IC»,-D;-C;. The detector has 
a fairly large time constant; its 
output is applied as a refer- 
ence of the nominally present 
signal level to the non-invert- 
ing input of the comparator. 
When the oscillator circuit 
is detuned owing to a change 
in the sensor capacitance, the 
instantaneous value of the 
rectified signal will vary im- 
mediately, whereas the out- 
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put of the peak detector will 
remain virtually constant 
Consequently, the compara- 
tor changes state, which 
causes transistor Ту to be 
switched on. The collector 
voltage of this transistor may 
be used to drive a relay or 
similar device. 

For the calibration of the 
circuit, an oscilloscope is 
handy. but not essential. 

Set the presets and trim- 
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mer Сц to the centre of their 
travel. 

Adjust P» to give a poten- 
tial across C; and C; - test 
point C — of 2.5 V. 

Leave the voltmeter acros 
C; and adjust P, and C, for 
maximum meter reading. 
Bear in mind that this takes a 
little time owing to the large 

















tim e constant of the peak de- 
tector. 

Readjust P5 to obtain a 
meter reading of exactly 
25V. 

Adjust P; to obtain the de- 
sired sensitivity. With a sensor 
аз described, the sensitivity of 
the prototype was such that 
an operating distance of 
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100 mm was obtained. It is, of 
course, essential that the cir- 
cuit is fitted adjacent to the 
sensor. Long(ish) wires be- 
tween them would make the 
circuit vulnerable to spurious 
radiations and this would de- 
grade the reliability 

The circuit is powered by a 
5-V supply and draws a cur- 














rent of only 4.5 mA. 

Finally, L} and Ly need 
not be wound: they are small 
chokes that are readily avail- 
able from your local retailer 
or mail order houses, 
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This is yet another vari- 
ant of a probe to make 
working with the logic 
analyser published in our 
May 1996 issue more 
convenient. The present 
variant is intended par- 
ticularly for use with 
8031-derived device: 
When the probe is in 
place, all ports of the 
relevant processor are 
accessible externally via 
two box headers, so that 
2 test points can be 
connected to the logic 
analyser simultane- 
ously. It is, however, 
also necessary to make 
a selection for six sig- 
nals with three jumpers. 
In critical cases, par- 
ticularly when high clock 
frequencies are used, it 
may be advisable to pro- 
vide the processor on 
the adaptor board with a 
il. This means, of 
course, that the crystal 
in the relevant equip- 
ment must be removed 
temporarily. 
In the 





















space re- 
served for ІСІ (IC2) 
there is no standard 1c 
socket but two long 
rows of IC pins that pro- 
trude at the track side 
of the board. After they 
have been soldered in 
place, the pins can be 
lengthened with one or 
more sockets at the 
track side. 

The 1С to be tested is 
mounted at the top of 
the board onto the two 
rows of pins. The logic 
probe is plugged into 
the socket intended for 
the Ic. 
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PARTS LIST 


C,, C2 = 27 pF 
IC, = 8031 (40-pin oiL) to 
be tested 


Ki. Ka = 20-way box 
header 

X, = crystal removed from 
circuit 
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In some cases, it is desirable 
for the input and output of an 
12C bus to be electrically iso- 
lated. This is achieved in the 
present circuit by a couple of 
optoisolators. Since the bus is 


electrically isolated 12C bus 


actuates the LED in the first 
optoisolator, and so on. 

This vicious circle is bro- 
ken as shown in the diagram. 
The circuit consists of identi- 
cal and symmetrical spa and 





bidirectional, at least two op- 
toisolators are needed for the 
SDA line and two for the scr 
line. 

The first idea for the de- 
sign was to couple these two 
pairs of optoisolators in cas- 
cade. This idea was quickly 
discarded, however, because 
if the first optoisolator is dri- 
ven from the bus and the LED 
lights, the phototransistor 
causes the LED in the second 
optoisolator to light also, 
whereupon the phototransis- 
tor in the second optoisolator 


о 
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SCL lines. 

Assuming that pin 2 of Кү 
is logic low at a given instant, 
the LED of optoisolator IC; 
lights. The associated photo- 
transistor is then on, which 
earthes pin 2 of Ks via Dy. At 
the same time, the LED in IC; 
is virtually short-circuited by 
Dg, so that it cannot light 
The phototransistor in IC, 
also ensures that indicator D3 
lights. Note that this LED does 
not load the PC bus in the 
slightest, 

Operation in the opposite 
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direction is similar, but then it 
is Dg that prevents the LED in 
IC, from lighting, while Dj 
functions as indicator. 

The circuit around IC; 
and IC, forms an identical 
coupling between pins 5 of K} 
and K; respectively 

Note that D,-D, serve to 
indicate in which direction 
the data stream is moving. 

The optoisolators are Type 
6N139, which are typified by 
their high speed (100 kbit s~!) 
and very low drive current. 
The latter makes it possible 
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for them to driven directly 
from the 12С bus without the 
need of an amplifier 

Finally note the following. 
Each half of the circuit draws 
a current of about 2.5 mA. 
Use low-current types of LED. 
In case of supply difficulties, 
Schottky diodes 05-р may 
be replaced by standard Type 








1N4148 diodes. 
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PARTS LIST 
Resistors: 
R-R, = 333 KQ 
Re-Rg = 1 КО 


Semiconductors: 

D,-D, = low-current LED 
(2 mA) 

05-0;г = BAT82 


Integrated circuits: 
1C,-IC4 = 6N139 (Tele- 
funken) 


Miscellaneous: 
Кү. Ka = 6-way mini DIN 
bus for board mounting 
PCB Order No. 964062 (see 
Readers Services) 
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їтасег 15 
intended for 
detecting spuri- 

ous  Electro-Ma 
netic Interference (EMI), pai 
ticularly at frequencies above 
30 MHz. 

The unit consists of a de- 
tector, a current-to-voltage 
(1-U) convertor that drives a 
small moving-coil meter, and 
a tiny whip antenna. 

The antenna should really 
be М A, but this is difficult to 
arrange with a wide-band cir- 
cuit. In practice, a length of 
about 70 cm will do fine. Note 
that the antenna may also be 
a telescopic type. 

Capacitor Сү and choke 
L; form a high-pass filter with 
a cut-off frequency of about 


















It is a frequent requirement 
in computer and audio s 
tems that several units ar 
switched on or off simultane- 
ously. The simplest way of ar- 
ranging this is to switch the 
various units via an extension 








ANTI 
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30 MHz. Detection of the re- 
ceived signals is effected by 
D,-C,. The diode is held at 
+4.5 V via the inverting input 
of IC,. The non-inverti 
input is at earth potenti 
alternating voltages via C». 
The anti-parallel-connected 
diodes D» and D; serve to 
protect the sensitive input of 
the unit against large field- 
strengths. 

Operational amplifier 
ICj, converts the current 
through D, into a voltage. Its 
amplification is very high. and 
its transimpedance is 
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107 Q V-1, The output of the 
op amp drives a small 50 дА 
meter. 

The unit is powered by a 


9 V alkaline or rechargeable 
battery. So as not to load the 
battery too heavily, halving 
the supply voltage is effected 
by an active voltage splitter: 
ІС а. This op amp converts 
the voltage derived from 
high-impedance divider 
into a potential of 
4.5 V that can be used with 
low-impedance loads. Resis- 
tor Кз prevents the op amp 
from becoming unstable 








auto mains switch 


socket. This may, however, 
cause such a la current 
that the mains fuse blows or 
that other equipment is af- 
fected by the current peak 
This can be prevented by the 
use of the present circuit, It 
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ensures that the various units 
are switched on one after ап- 
other, so that the load on the 
mains is spread, and also that 
situations such as a non- 
parked printer head are 
avoided. 
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owing to the capacitive load 
formed by C» and Су. 


[H. Bonekamp - 964082] 
















PARTS LIST 
Resistors: 





Ry, Rs = 100 kQ 


Capacitors: 





С» = 100 nF high stability 
©з = 100 pF 

C4, Cg = 10 pF, 16 V, radial 
Cs = 10 nF, high stability 





Inductors: 
Ly = 2.7 uF 


Semiconductors: 
D, = BAT82 
D2-D4 = 1N4148 


Integrated circuit: 
1С; = TLC272 


Miscellaneous: 

8, = single-pole on/off 
switch 

Ant, = 70 cm whip or tele- 
scopic antenna 

М; = 50 HA, З КО, moving- 
сой meter 

Bt, = 9 V battery 





The circuit is based on a 
Type 4060 counter, IC». The 
values of the external compo- 


nents of the internal oscillator 
are selected to result in an os- 
cillator frequency, fọ, of about 
10 Hz. The pulse rate of the 





12/96 











з 

















B80C1500 





signal at pin 7 (Оз) of IC; is 
f,/16. These pulses are used 
to clock 8-bit shift register 
ICla-IC уь. Since the p-input 
of IC}, is at the supply level, 
the eight outputs will become 
high one after another in the 
rhythm of the clock (that is, 
each L5s). The transistor, 
T;-Ty. at each of the outputs 
then actuates the associated 
relay, Rej-Reg. and this 
hes on the relevant 











In a surround-sound system, 
the quality of the drive units 
is not particularly important. 
After all, the audio band- 
width of this channel is lim- 
ited to about 100Hz to 
7 KHz. and it does not make 
sense, therefore, to use high- 
quality loudspeakers with a 
straight response characteris- 
tic from 45 Hz to 20 kHz. 
This article presents a 
small enclosure of 2 1 volume 
that for all its simplicity is em- 
inently suitable for use as a 
surround-sound loudspeaker. 
The drive unit is a wide- 
band Monacor Type SP45 
with a diameter of 75 mm 
which retails at about £6 to 
£8. In spite of its modest di- 
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mains-operated unit. 

At the instant the eighth 
output, pin 10 (Qp) of IC), 
goes high, the counter is 
reset. The relays remain ener- 
gized until the supply voltage 
is switched off. 

Network Rag-C3 arranges 
the resetting of the shift re; 
ter when the mains is 
switched on (again). 

The supply for the circuit 
consists of mains transformer 
























































Тг. bridge rectifier By, and 
reservoir capacitor Cy. This is 
used to energize the relay 
The supply for the ics is addi- 
tionally regulated by zener 
diode Dy. Diode Dj, is the 
mains on/off indicator. 

The specified relays can 
switch up to 2 kW. 

It is advisable to use a 
short-cireuit-proof mains 
transformer. 

Connection between the 
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various units and the relay 
contacts is best made via a 
3-way mains terminal bloc 

It is advisable to build the 
circuit in a Class I enclosure. 

If fewer than eight units 
are used, the superfluous re- 
lays, free-wheeling diodes and 
switching transistor, starting 
with Reg, Dg, Ту. Rg. 


[T. Giesberts - 953089] 
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mensions, the $Р45 has (rela- 
tively) excellent reproduction 
properties. It can handle up 
to 40 W and its frequency 
range is a commendable 
100 Hz to 15 kHz. Figure 1 
shows the frequency response 
curve of the SP45 fitted in the 
enclosure. The curve shows 
only one weakness: a 5 dB dip 
above 3.5 kHz. In view of the 
earlier stated bandwidth limi- 
tation, this is hardly a serious 
flaw, however. 

Figure 2 shows the con- 
struction plan of the enclo- 
sure. For the prototype. 8 mm 
thick plywood was used, but 
this is, of course, not manda- 














the inside dimensions ren 
84x154x184 mm. 

The bass reflex gate con- 
sists of a 43 mm long piece of 
PVC tube with О/р of 32 mm 
and 1/0 of 25.5 mm. If this 
proves difficult to obtain, use 
a piece of РУС tube with the 








For specific applications, 
there are ICS whose operation 
may be influenced by the pro- 
gramming of the control reg- 
isters. Communication. be- 
tween such an Ic and the 
processor is usually via a ser- 
ial 3-wire link. 

The present circuit uses a 
Type С53310. The two 8-bit 
words are converted into ser- 
ial form by two shift registers 
‘Type 4021. This enables the 
code set by DIP switches Sa 
and 53 to be sent to the 
С$3310. 

The parallel-load input 
(pin9) operates asynchro- 
nously. This means that that 
the data applied to parallel in- 
puts A-H are accepted by the 
internal registers as long as 
pin 9 is high. If this pin is made 
low, that data are shifted into 
the direction of oH (pin 3) at 
the next leading edge of the 
clock signal. At that same in- 
stant, that data at the serial 
input (pin 11) is accepted by 
QA. Since OH of IC; is linked to 
the serial input of IC,, all 16 
bits of data are shifted to oH 
after 16 clock pul 

The clock is provided by 
oscillator/scaler IC». The first 
branch of the divider is Оз. 
The shifting and accepting of 




















Transfer Function Mag — dB SPLivolts (0.50 oct) 











more common 0/p of 40 mm 
and an 1/D of 33.6 mm, but the 
length must then be incre 


d 
to 82.5 mm. Since the pipe is 
then very close to the rear 

vall of the enclosure, it is ad- 
visable to increase the depth 
of the box by 20 mm and re- 








log Frequency – Hz 


duce the other dimensions ac- 
cordingly: the volume must 
remain the same. 

The SP45 is available with 
an 8Q or a 4Q voice coil. 
Since the surround-sound de- 
coder published in this maga- 
zine last year must be loaded 











ith at least 8 Q, it is advis- 
able to use two or more 4 Q 
types in series. 

Finally, the enclosure must 
be filled with suitable 
wadding, but make sure that 
the reflex pipe stays clear. 


IT. Giesberts - 964053] 
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the data always takes place at 
the leading edge of the clock 
To ensure that the edge oc- 


A mains-slave unit has a mas- 
ter outlet and one or more 
slave outlets, The master out- 
let is connected permanently 
to the mains, but the slave 
outlets via a relay (or similar 
switching element). When the 
equipment connected to the 
master outlet is switched on, 
the mains-slave unit detects 
that a current flows through 
the transformer and arranges 
for the slave outlets to be con- 
nected to the mains as well. 

There are many types and 
varieties of mains-slave, most 
of which have in common 
that even in the quiescent 
state they use a certain 
amount of power. The pre- 
sent circuit only draws power 
when the equipment con- 
nected to the slave outlet(s) is 
switched on. Even then, it 
draws only 25 mA from the 
mains, 

In the diagram, K, is the 
mains input connector, K the 
master outlet, and Ks the 
slave outlet, which . of 
course, apply the mains to a 
number of mains sockets. 

Transformer Tr, functions 
às à current sensor. When the 
equipment connected to K3 is 
switched on, a voltage is in- 
duced across the secondary 
win ding. This volta 
fied and smoothed by Dsp, 
рб, Cs and Cg, and then ар: 
plied via sensitivity control P, 
to the gate of T, (a 500-V 
MOSFET). This transistor is 
switched on, causing relay 
Re, to be energized. The 
relay contacts then connect 
the mains voltage to Кз. The 
relay specified can switch up 
to 2000 vA. 
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curs in the middle of a data 
bit, the clock for the shift reg- 
isters is inverted by ІС. 
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The cycle is started when 
S/R bistable IC, ,-ICp is set 
with S}. When it is completed, 





after about 120 ms, the out- 
put of IC), goes low, where- 
upon the shift registers trans- 
fer to the serial mode and IC 
is enabled: cs is then active. 

After О; has been high 16 
times, the bistable is reset via 
Оҳ and inverter IC}e. About 
20-30 us after the last trail- 
ing edge of the clock, cs be- 
comes inactive. 

The current drain of the 
circuit is determined primar- 
ily by Rs and Ко: with closed 
DIP switches, it is < 0.1 mA, 

IT. Giesberts- uost) 





thrifty mains-slave unit 


The transformer can de- 
tect currents of up to 30 mA. 
This sensitivity is attained by 
resonant circuit Try-C3-Cy 
(f = 50 Hz). This 
ments also prevents any high- 
frequency interfer- 
ence affecting the 
proper operation 
of the circuit. The 
capacitors may be 
replaced by a sin- I» 
gle bipolar elec- 
trolytic type of 
10 4E, 63 V. 

The rectifier is 
а cascade type, 
whose output volt- 
age is equal to the 
peak-to-peak po- 
across 











Су, 

Resistor Ry and 
diode D; protect 
the gate of T, 
against high volt- 
ages. 

The sensitivity 
of the circuit is set 





with Ру so that 

when the master 4 
equipment is 
switched on, the 

relay is just ener- 

gized. 


The supply volt- 
age for the relay 
and T, is derived 
directly from the mains by the 
reactance of C; and С and 
bridge rectifier Dj-D4. Ca- 
pacitor Су smooths the poten- 
tial across the relay. 

Bear in mind that when 
the gate voltage for T, is too 
low to switch on the transis- 
tor, the full mains voltage is 
dropped across it. 

Resistors R and R4 dis- 
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charge C, and C» in the qui- 
escent state to prevent any 
dangerous potential remain- 
ing at the input. 

The transformer is wound 
on an ETD29 former and E27 


insulating tape. With a wire as 
specified for the primary, the 
master equipment may draw a 
current of up to 2 A. 

As always with mains-op- 
erated equipment. the great- 








2x 2205 1 280^ 
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ах 1N4007. 
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core material. Тһе primary 
winding consists of 24 turns of 
0.8mm enamelled copper 
wire, and the secondary of 500 
turns of 0.2 mm enamelled 
copper wire. Wind the sec- 
ondary first, cover it with a 
layer of insulating tape, then 
wind the primary over this and 
cover this also with a layer of 
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est care should be taken in 
the construction. Always 
make sure that no mains-car- 
rying parts can be touched 
and that the distance between 
such parts is at least 3 mm 

IT Giesberts- 94102) 








101 ч 


Some people are worried by 
the contamination of the en- 
vironment by electric fields. A 
few even speak of 'electros- 
mog’ and are even suspicious 
of the radiation by the domes- 
tic mains circuits. The cleaner 
presented here is intended for 
those who want to reduce any 
risk they run by exposure to 
the latter radiation. The cir- 
cuit breaks, for instance, the 
wiring in bedrooms or other 
places where no mains volt- 
age is required for certain pe- 
riods. 

In the quiescent state, the 
mains circuit between K, and 
К; is broken by the contact of 
relay Rej. Instead of the 
т; the contact places а di- 
rect voltage (no radiation!) of 
12 V on to Kj. This auxiliary 
voltage makes it possible for 
the mains voltage to be re- 
stored as soon as this is re- 
quired. When, for instance. 
an appliance, such as a bed- 
side light, connected to Kj, is 
switched on, the auxiliary 
voltage will cause a small cur- 
rent to flow, which results in a 
potential drop of about 0.2 V 
across diodes Юу and D» 
Shunt resistor R, suppresses 
any voltage peaks. 

The drop across the 
diodes is applied to the non- 
inverting input of comparator 
IC,,. The switching threshold 
of this op amp is arranged at 
about 0.1 V by resistors R3 
and Ry, to reduce the effect 
of spurious voltages, such as 
the offset voltage of the 
op amp, to a minimum. 

The comparator output is 
applied to a simple peak de- 
tector formed by network 

Ы; When the circuit is ac- 
tive, the potential across C, is 
about +10 V. The output of 
comparator IC}, is then high. 
so that T, conducts, which re- 
sults in the relay being ener- 
gized. Кү is then isolated 
from the 12 V line and con- 
nected to К», so that mains 
voltage is applied to it. 

When the load (lamp) is 
switched off, C, is discharged 
via Rs, so that after a short 
while comparator 1С 
changes state, whereupon the 
relay is deenergized again. 

The power supply for the 
circuit is traditional. Note 
that regulator IC» in the posi- 
tive line is loaded more heav- 






















































mains voltage ‘cleaner’ 


ily than IC; in the negative 
line. 

The circuit is best built on 
the PCB shown. Diodes D, 
and D» must be mounted (in- 
sulated!) on a common heat 


= 


a Ж o 


Gr 


sink (2 5 K W-!). 

When the unit has been 
checked thoroughly, it must 
be fitted in a non-metal en- 
closure. When this has been 
done, connect it to the central 





junction box for the relevant 
location. 

Note that the unit is of no 
use in locations with a ring 
circuit. 
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PARTS LIST 
Resistors: 
В; = тко 
Ro = 100 kQ 
Яз = 120 КО 
Ry = 12 КО 
Rs = 1 МО 
Rg = 10 kQ 
Capacitors: 
C, = 220 nF 


Cp, ©з = 470 uF, 25 V, ra- 
dial 

C4-C; = 100 nF, high sta- 
bility 


Semiconductors: 
Dy, D; = BYW29-100 
Оз = 1N4148 
D4-Dg = 1N4001 

= BD679 


Integrated Circuits: 
IC, = TLO82 

IC; = 7812 

IC = 7912 


Miscellaneous: 

Kı, Ka = 3-way terminal 
block, pitch 7.5 mm 

= fuse, 8 A, slow, with 

holder for board mounting 

fuse, 50 mA, slow, 
with holder for board 
mounting 

Re, = relay, 12 V, 8 A, with 
one change-over contact 

Tr; = mains transformer, 
2x15 V, 4.5 VA secondary, 
e.g. Velleman (Maplin) 
Type 2150050M 

Heat sink 2 5 KW", e.g. 
Fischer SK129/38 (from 
Dau) 

Enclosure 150x80x55 mm, 
e.g. Bopla E440 

PCB Order No. 964070 (see 
Readers Services) 








Most of you will be familiar 
with the classic resistor-capaci- 
tor combination which serves to 
reset a microprocessor or -con- 
er. Unfortunately, these 
on circuits do not always 
function reliably. The enhanced 
power-on reset (POR) circuit 
shown here is suitable for ‘ac- 
tive-low reset’ controllers, and 
as an advantage over the clas- 
ombination in that it 
keeps the processor reset until 
the supply voltage has reached 
the nominal value. That hap- 
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alternative 
power-on reset circuit 


pens because transistor Т1 does 
not conduct and pull the reset 
input high until potential di- 
vider R1-R2 supplies a suffi- 
ciently high base voltage. The 
result of the improved powe 
оп reset timing is a much more 
reliable start of some micro- 
controllers, which may be es- 
sential in unattended systems 


The operation of the circuit 
is perfected by capacitor C1 
which ensures that the reset 
line does not go high until the 
full supply voltage has been 
present for some time, The 
value of C1 depends to some 
extent on the application |s the 
value of 10 pF is given as guid- 
ance only. 














where start-up faults can not be i m (Source: Parallax Inc. 964068) 
tolerated. 
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This simple circuit acts as fre- 
quency multiplier which con- 
verts any sloped input wave- 
form into a distorted output 
vaveform whose frequency 
spectrum is marked by a rich 
harmonics content. The input 
frequency does not disappear 
from the spectrum, however. 
When a pure sinewave input 
signal is applied, the circuit gen- 
erates odd harmonics only. 
That is, in theory, and assuming 
that the two input comparators 
are exactly equal, with 0-V ref- 
erence settings at their — inputs. 
The push-pull outputs of com- 
parators ICIb and ICla then 











Uin [V] 


1 


Uret 1 = 
ov 


harmonics generator 


supply differential signals to 
adder IC2, which cancels out 
even-numbered harmonics. For 
different mark/space ratios of 
the comparator output signals, 
as set with РІ and P2, the har- 
monic spectrum changes. A 
duty factor of 025, for instana 
will cause the circuit to supply 
the second, sixth and tenth har- 
monics, but not the fourth one. 
The spectrum function is then 
written as sin(x)/x. 

For pulse-shaped alternating 
input voltages, the output spe: 
trum may also be described by 
sin(x)/x, but only the odd-num- 
bered harmonics are generated. 
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When combining water and 
electrici is essential that the 
current flow be a.c., else elec- 
trolysis will eat one electrode 
away. This circuit was devised 
to give an audible alarm when a 
water tank was approaching 
empty. A switch was then 
changed over, a pump turned 
on manually, and when the 
alarm sounded again the pump 
was switched off and the switch 
reset, again manually. Sure, it 
would have been an easy mat- 
ter to automate the process, but 
that was not considered appro- 
priate for the application. 

The circuit consists of two 
conventional CMOS oscillator 
gate pairs as found in the text 
books. With the switch in the 
‘low’ position, gates ICla and 
ICld provide an alternating 
current flow through C2, R3. 
the common electrode, through 
the water and the low elec- 
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water level monitor 


trode, to earth. When the water 
level drops, the circuit to earth 
is interrupted and the is 
then fed via $1 to the junction 
of 01-02. This charges C3 so 
that pin 5 of IC1b goes positive, 
causing gates ICIb and IClc to 
start oscillating. The audible 
transducer is an a.c. buzzer, al- 
though a telephone earpiece 
may also be used. 

The switch is then mo 
to the ‘high’ position wai 
for the tank to fill. Pin 6 of I 
is then at ground potential via 
RS, waiting for the tank to fill 
and connect the common and 
high electrodes via the water. 
The a.c. then flows through 
D2 to once again sound the 
alarm. The pump is turned off 
and $1 restored to sense 
empty once more. There is no 
setting up to the circuit, al- 
though the rate of charge of 
capacitor C3 may be changed 
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The reference levels for the 
input comparators determine 
the output waveform. The de- 
sired degree of distortion of the 
input waveform is, therefore 
ljusted with the two pres: 
For the best possibli racy 
of the adding operation, the 
input opamps should have 
ching a.c. performance. 
the same reason, R2 and R3 

















seen SV 


should be matched to within 
1%. 

Current consumption of the 
circuit is smaller than 5 mA 
from a regulated symmetrical 
volt supply. The level of the 
input waveform should be sta- 
ble and smaller than 5 Ур. 








[Design by H; Bonekamp - 9046] 
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by altering the value of R3. 
Power supply for the circuit 
may be from 5 to 12 volts de- 
rived from a standard trans- 
former/rectifier/capacitor setup 
or from battery. With the latter 
an on/off switch is recom- 
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mended despite the low current 
drain of about 0.3 тА in 
standby mode, and 1 mA when 
the buzzer sounds. No regula- 
tion is necessa 
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The Highway Code and Road 
Traffic Act stipulate that be- 
fore starting a journey in 
his/her car a driver must ver- 
ify that all the car's lights are 
working correctly. Many 
modern cars are. therefore, 
fitted with a monitor panel on 
the dashboard. It is highly un- 
likely that many drivers of 
cars not so equipped ever do 
this regularly as evinced by 
the number of cars one sees 
on the road with defect lights, 
particularly brake warning 
lights. The failure of such 
lights is at best a nuisance and 
at worst a danger to other 
road users. 

It is relatively simple to 
construct an effective lights 
monitor. The only proviso for 
this is that the fuse terminals 
of the electric circuits are in 
easy reach: this is normally 
the case. 

The design is based on the 
(tiny) voltage drop across the 
fuse in series with the rele- 
vant lamps, It is, of course, e: 
sential to know which lamps 
re connected to a particular 
fuse and how much drop the 
current causes across the fuse. 

As a rule, side lights and 
rear lights use one common 
fuse, as do the two (in many 
es, three) brake warning 
lights. Headlights normally 





























When voltages are measured, 
it is not always necessary to 
find the exact value Often, it 
is sufficient to check whether 
à potential lies within a cer- 
tain range of voltages. The 
present circuit indicates by 
means of three LEDs whether 
а voltage is greater than 4 V, 
5.7 V or 7.4 V. 

The reference potential is 
provided by a series network 
of diodes Dy-Dy. The LEDS 
are connected to various junc- 
tions in this network. The 
measurand is applied to the 
LEDS via emitter follower T, 
and series resistors. 

Any one LED will light only 
if the input voltage exceeds 
the sum of the base-emitter 
junction of Тү. the drop 
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car lights monitor 


use two-filament lamps 
rated at 55-60 W. Each fila- 
ment is protected by a хер, 
rate 10 A fuse. There are, of 
course, variations on this, 
but these do not alter the 





rear light. 
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principle of the circuit. 

The car's battery voltage, 
Uy, less the voltage drop 
across the fuse, Us, is applied 
to the non-inverting input of 
comparator ІС. The con- 
stant drop, Up, across diode 
diode D, is 0.6 V. A portion 
of Up, determined by poten- 
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tial divider R3-R» is deducted 
from Up, and the remaining 
voltage, that is, Uy-U,, is ap- 
plied to the inverting input of 
the comparator. 

The output of the com- 
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parator is low (lights on, LED 
off) as long as Ur» Uy and 
high (lamp defect. LED on) 
when Ur<U,. 

The value of R} must be 
determined empirically. This 
because the very small level of 
U, depends on many factors 
and cannot, therefore, be 





voltage monitor 


across the relevant series re- 
sistor. the LED voltage, and 
the the drop across the diodes 
following the LED. In this way 
the following potentials are 
obtained 





D4V 
QU, FUE Ug, Une): 

Dy: 5.7 V 
(4Up+Upn4+Ur3+Upe): 

Ds: 7.4 V 
(6Up+Ups+U] 
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A slight drawback of the 
circuit is that the light inten- 
sity of the LEDs does not re- 
main constant when the input 
voltage changes, but that is a 
small price to pay for such a 
ry simple design. 

IH. Bonckamp -9 
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readily predicted. In the pro- 
totype, it was 6 mV in the case 
of 10 W bulbs, and 25 mV in 
the case of 42 W bulbs. 

Because of the tiny voltage 
differential at the inputs of 
the comparator, the offset ad- 
justment with P; is very pre- 
cise. Set the control carefully 
to obtain 0 mV output with 
the inputs short-circuited. 

Note that it is imperative 
that the opamp is a Type 
TLOSI or its dual version 
TLO82 since these op amps 
are some of the very few that 
can handle the input vo 
right up to the upper limit of 
the supply voltage. 

The circuit draws only a 
small current: about 15 mA 
when the LED lights. 

In case the light switch is 
located between battery and 
fuse, as shown in the diagram, 
the op amp is powered only 
when the lights are switched 
on. In the case of brake lights, 
the op amp needs to be pow- 
ered by the switched positive 
supply line. 

In the (unlikely) case that 
a large and a small load use a 
common fuse, the present cir- 
cuit is not of much use, since 
the failing of the small lamp 
will hardly be detectable. 
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